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The Silver Jubilee Celebration of the Consecration of a Bishop cannot but bring happiness and joy to every 
Catholic heart. Such an event brings to mind the elaborate doctrine of the Catholic Church with reference to the 
powers and dignity of a Bishop but emphasizes particularly the continuity of the Church’s Hierarchy through the 
ages from the present back to the days of the Apostles. With what meticulous and watchful care the Church has 
safeguarded the transfer of responsibility and power from generation to generation through the fullness of the 
Sacrament of Holy Orders, namely, the Consecration of a Bishop, is one of the outstanding features of Church 
history. For those powers derived in unbroken line from Christ Himself, the Church has in various periods of her 
history, suffered a martyrdom that testifies to the firmness of the Church’s convictions and faith in her divine mission, 

How much more emphatically all of this comes to our mind when the commemoration of a Bishop’s Consecra- 
tion is that of the Holy Father Himself, Christ’s Vicar upon earth. The whole of Christian history is concentrated 
in our thoughts as we see in that Consecration, the beginnings of that supremest of all dignities that can come to 
a man, the preparation as jt were for the moment when through the papal election, a mere man is elevated to the 
responsibility of taking the place of Christ in the government of the hundreds of millions of Christ’s followers 
upon earth. 

*To congratulate the Holy Father on such an occasion as we wish to congratulate His Holiness, Pope Pius XII, 
is a hopelessly inadequate expression of all that a Catholic heart and mind experiences on such an occasion. 
What power of language can adequately bring Christ’s personality and time into the affairs of today as a living 
reality? What words can suggest the meaning of the indescribable significance of the priesthood, of the Bish- 
op’s dignity, of the Pope’s Vicarship, as one recalls the powers for eternity and time which rest in the hands of 
fallible and peccable men, who, despite their mere humanity, have the power to unlock heaven’s gates to mil- 
lions and by their mere words have the unutterable power of commanding God to assume the appearance of bread 
and wine. And all of these powers are concentrated in the person of Him Who in a very special way is for us Cath- 
olics “Christ on earth.” 

But our jubilations and rejoicing are repressed by reason of the times in which we live. The greatness of the 
Holy Father’s position which the Catholic heart burns to announce ceaselessly and eloquently to the whole world 
must remain hidden behind the horrors, the wailings, and the sorrows of the dreadful physical realities of today. 
The glories of the teachings of our faith must be obscured by the death-carrying flashes of war that obtrude them- 
selves upon the notice of even the most aloof among us and that intrude the private sanctuaries of our medita- 
tions and prayers. We strive to hold on to the teachings of our faith. We know with absolute certainty what God 
has revealed about the dignity of Him Who occupies the Chair of Peter, yet we know equally that the world in 
which we live is deaf to the voice and blind to the teachings of Christ’s representative. 

Therein lies the pathos of this moment of joy and celebration; the pathos of this intermingling of rejoicings and 
inconsolable anguish and anticipatory dread. We hear the sweet whispering of Christ in the Supper Chamber 
through the centuries: “My peace I give unto you, my peace I leave with you.” He Who said it, is the omnis- 
cient and omnipotent God Whose words can effect what they say and bring about what they promise; and yet 
in this world the peace of Christ, the heritage of Calvary and of Easter is still an unrealized ideal. Men plan for 
the days of a peace conference with hatred in their hearts, and revenge and lust for reparations, and clamorings 
for world power; and upon such motives and emotions they hope to build a peace which cannot be the peace of 
Christ. 

Upon the Chair of Peter sits One Who safeguards the answer which Christ Himself gave as the foundation of 
this peace, and yet His insistent whisperings are drowned by the clamors for domination and world control. To any 
but one of unshakable faith there can be no expectation that the whispered Words of Christ will ever surmount 
the drone and roar of bomb and cannon; but one who has faith, will hear the still sweet voice of Christ in his 
heart even while he himself might participate in the slaughter and destruction wrought by shot and shell. 

Those of us who believe will find a strengthening of faith, a motive of greater pride in the Church, an increase 
of confidence in her mission, a deeper reverence for the Vicar of Christ in the happy occasion of the Holy Fa- 
ther’s Silver Jubilee of his Consecration. The external manifestation of our joy may be restrained by the compul- 
sion of our momentary anxiety; nevertheless, we will see in the Ruler of the Vatican, the figure of One Who walked 
peacefully over the storm-tossed waters of the Lake of Genesareth; the figure of One Whose divine majesty could 
not be obscured by the jeers of the multitudes and the vestures of mockery in the pretorium of Pilate; the figure 
of One Who preserved the imperturbable tranquillity of God amidst the turbulence, the passions, and the fury of 
Calvary; the figure of One Whose resurrection greeting was still, “Peace be to you.” The Holy Father’s Jubilee 
will consolidate our faith in Christ’s saying: “Thou art Peter, and upon this rock I shall build My Church and 
the gates of hell shall not prevail against it.” 

In His days before His elevation to the Papacy, Pius XII gave superabundant proof of His interest in suffering hu- 
manity, of His concentration upon the work of welfare as an important mission of the Church. In Munich, in War- 
saw, in Rome, the darkness and gloom of many a hospital and prison door was brightened by the reassuring smile 
and the inspiring word of His visit. His utterances and writings since His elevation offer undoubted testimony of 
His concern. The friendships which He made in this country and which He has retained through the intervening 
years corroborate the evidence of His earlier history; His heart is with suffering humanity and if that heart bleeds 
today over the sorrows of mankind, we know also that it prays today in the secrecy of His chapel where He dwells 
with the Eucharistic Christ Whom He represents to us. Pius XII is for us the culmination of the spirit, the am- 


bitions, the devotion, and the self-sacrificing service of the Catholic hospital. 
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HIS EXCELLENCY, THE MOST REVEREND SAMUEL A. STRITCH, ARCHBISHOP OF CHICAGO 
























To the 
Mothers Superior and Sisters Superintendent of the 
Catholic Hospitals of the United States and Canada. 

My dear Sister: 

If never before, then surely on this occasion, the 
call to the Sisters of our Catholic hospitals to attend 
the Twenty-seventh Annual Meeting of the Catholic 
Hospital Association of the United States and Canada 
must come under the inspiration and with the motiva- 
tion of service for Christ and His souls. For a time, 
it seemed that perhaps it would be impossible to hold 
our Annual Convention. Thank God, these fears have 
been dispelled. Despite the relative affluence of our 
Catholic hospitals, with work in superabundance, with 
greater demands on our service still in prospect, 
nevertheless, there has been no time during the past 
three decades when our Catholic hospitals have been 
beset with greater difficulties. The depletion of our 
staffs, the shortage of nurses, the difficulty of main- 
taining the curricular requirements of our schools, 
the numerous intern problems, the pressure from 
governmental agencies, the participation of our hos- 
pitals in Civilian Defense activities, these and a score 
of related and implied major issues of the present 
moment make it imperative that our hospital Sisters 
should meet in common counsel to devise the pro- 
cedures by which the threats to superior hospital serv- 
ice might be averted. 

But it is not only in these areas that our problems 
lie. The preoccupation with our physical affairs con- 
tains a danger also to that which we hold dearest in 
our hospital activities, the spirit that actuates our 
every effort. It is easy, too easy, to lose sight of the 
Cause of Christ amidst the pressures for service that 
harass and afflict our souls. It is easy to lose sight of 
the characteristic spirit of our hospitals amidst the 
demands for cooperation in every other area except 
in the spiritual area. We need this year more than in 
any other, perhaps, the inspiration that comes to us 
from gathering together kindred spirits who have the 
same aim as we ourselves, the same ambitions and 
hopes, the same problems to face. 

It is for this reason that we have chosen what 


seems to be an obvious theme as the general subject. 


of the Twenty-seventh Annual Convention, “The Safe- 
guards of Hospital Service in War Time.” The excel- 
lence of our service must be safeguarded, the purity 
of our intentions and motivations must be safeguarded, 
our attitudes and viewpoints must be safeguarded 
even in the face of national demands, national 
anxieties, and our national preoccupations with the 
affairs of war. 
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The Invitation and Patronage of His Excellency 

With these thoughts in mind, the Executive Board 
of the Association has accepted the invitation of His 
Excellency, The Most Reverend Samuel A. Stritch, 
Archbishop of Chicago, who has extended to the Con- 
vention not only his patronage and blessing but also 
his wholehearted interest and endorsement. Those of 
us who participated in the Milwaukee Convention of 
1939 will remember the evidences of princely gener- 
osity extended to our Association by His Excellency 
who on that occasion took a personal and an active 
part in so many of the activities of the Convention. 
His Excellency’s invitation was to our Association, 
therefore, the invitation of a friend whose friendship 
flowered in deeds and whose patronage found its ex- 
pression in counsel and encouragement. His interest 
in the present Convention has already shown itself 
in the appointment of his personal representative in 
the preparations for our meeting, for in the person 
of The Reverend John W. Barrett, Diocesan Director 
of Hospitals of the Archdiocese, His Excellency has 
maintained the closest contact with all of the activities 
in preparation for our meeting. 


General Program 


The Convention will open with a Pontifical Mass on 
Monday, June 15, to be celebrated in the Cathedral of 
the Holy Name by His Excellency, The Most Rev- 
erend Archbishop. The sermon will be delivered by 
His Excellency, The Most Reverend Edwin V. O’Hara, 
Bishop of Kansas City, who as a longtime friend of 
the Association and one of its greatest benefactors, 
will bring to us a message which, no doubt, will shed 
a spiritual light upon the work of the Convention and 
will lend strength to all of us for the work that lies 
before us. The opening meeting of the Convention 
will take place in the afternoon at 3:00 o’clock at the 
Stevens Hotel, where all the sessions of the Conven- 
tion, as well as all the Pre-Convention activities will 
be held. Here, too, the Sisters should feel at home 
since for the third time in twelve years we shal! be 
enjoying the hospitality of this hotel in which on so 
many occasions the solicitude of Mr. John Bowman, 
Convention Manager of the Hotel, has done so much 
for the comfort and the convenience of the Sisters. 


The Convention Theme 
The Convention theme, “The Safeguards of Hospital 
Service in War Time,” will be amplified and expanded 


in the four general meetings which will deal respec- 
tively with “The Medical Safeguards,” “The Ethical 
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Safeguards,” “The Spiritual Safeguards,” and “The 
Safeguards in the Hospital’s Participation in Civilian 
Defense.” For these meetings again it has been the 
good fortune of the Association to find speakers of 
unusual authority. His Excellency, The Most Rev- 
erend Archbishop Stritch ; The Most Reverend Bishop 
Alter; The Most Reverend Bishop Griffin; Very Rev- 
erend Thomas Malone of the Maryknoll Fathers; Fa- 
ther D. A. McGowan; Father John J. Clifford, S.J., 
of the Mundelein Seminary; Dr. E. J. Carey of Mar- 
quette University; Mr. William F. Montavon; Dr. 
Francis D. Murphy; Colonel George Baehr, Chief 
Medical Officer of the Office of Civilian Defense; Dr. 
John J. Moorhead; and Dr. Bert W. Caldwell are the 
speakers who have graciously accepted the Associa- 
tion’s invitation to interpret the Convention theme. 
In planning the program, timeliness has been con- 
sidered by the Program Committee as the dominant 
factor in determining upon topics and speakers. 


Sectional Meetings 

The same emphasis upon timeliness and the dis- 
cussion of urgent and pressing problems has been 
kept in mind in arranging the programs for the sec- 
tional meetings. Three series of sectional meetings are 
planned, one dealing with “Specialized Hospital De- 
partments,” one dealing with “The Distribution and 
Availability of Hospital Service,” and one dealing 
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with “Hospital Problems of Civilian Defense,” par- 
ticularly with reference to the extension of hospital 
administrative problems. Under each of these gen- 
eral subheads, it is hoped that the general Convention 
theme will be carried out with special application to 
present-day conditions. It would be unnecessary in 
this letter to quote more details concerning these sec- 
tional meetings. The program headings, already pub- 
lished in the April number of Hospitat Procress and 
the full program to be published in the May number; 
will make it clear to all interested readers how thor- 
oughly the general Convention theme has been car- 
ried into all the details of the program. 


The Pre-Convention Activities 

The general favor with which the Association’s Pre- 
Convention activities have been received by the Sis- 
ters is ample justification for continuing and even for 
enlarging this distinctive feature for our Convention. 
Accordingly, the Pre-Convention activities will again 
be held on the three days preceding the Convention; 
namely, on Friday, Saturday, and Sunday, June 12, 
13 and 14. The Jnstitute on Hospital Administration 
will continue for three days. It represents what seems 
to be the Association’s best effort to date to hold a 
three-day meeting on certain specialized problems of 
Hospital Administration under the direction and guid- 
ance of persons of particular competence. The officers 
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of the Association entertain a fond hope that as the 
outcome of this Institute there may be formulated 
those distinctive and characteristic features which 
distinguish Catholic hospital administration from the 
administration of other institutions. 

The Institute on Nursing Education will also con- 
tinue for three days. Speakers have been selected 
chiefly from among those who have previously ad- 
dressed the Sisters on phases of Nursing Education 
with the intention that the continuing interest of such 
speakers may make it possible to bring intensified 
thinking in certain advanced fields of nursing school 
administraticn to the notice of the Sisters. 

The /nstitute on Laboratory Technology also will 
continue for three days. In this field of interest the 
newer methods and procedures which have been found 
specially applicable in defense fields will receive em- 
phasis. In Medical Social Work, there will be a two- 
day Institute which will also deal with this phase of 
hospital activity with special reference to the needs 
of today. The program has been assembled under the 
direction of Father John J. Bingham, assisted by the 
Program Sub-Committee of the Association’s Com- 
mittee on Medical Social Service. A particularly in- 
teresting and important program is assured. For the 
first time this year there will be a two-day J/mstitute 
on Medical Records in response to a general demand 
of the medical record librarians of our Catholic hos- 
pitals. Attention will be centered chiefly upon the 


specialized problems of medical record librarians in 
our Catholic institutions. 
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Catholic Hospital Conference of Bishops’ 
Representatives 

For the fourth consecutive year, the Association ‘s 
happy to have as participants in the Convention the 
Catholic Hospital Conference of Bishops’ Representa- 
tives under the Episcopal Chairmanship of His Excel- 
lency, The Most Reverend Karl J. Alter. This group 
of the Reverend Members of the Clergy devotes itself 
particularly to the public relations and legislative 
problems of the Catholic hospitals and secures the 
integration of Catholic hospital interests in the general 
work of the Church. The Association is honored to 
extend its welcome to the Bishops’ Representatives. 


Hospital Chaplains’ Conference 


The Hospital Chaplains’ Conference will also con- 
vene this year as it has for the past six years, under 
the Chairmanship of The Reverend James E. Shevlin, 
of Chicago, Illinois. In their program, the Reverend 
Chaplains have emphasized the most urgent problems 
confronting them in their ministrations. 


Constitutional Changes 

At a recent meeting of the Executive Board of the 
Association held on May 5, it was determined to defer 
for the period of the war the constitutional changes 
which were discussed at the Philadelphia Convention 
in 1941. It was determined, however, that two amend- 
ments to the Constitution and By-Laws should be 
submitted to the institutional membership at Chicago 


¥ 


EXHIBITS AT THE 22ND ANNUAL CONVENTION OF THE C.H.A. HELD AT THE STEVENS HOTEL 
IN CHICAGO, JUNE 14-18, 1937 
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this year; namely, an amendment to the Constitution 
dealing with the formation of an Administrative 
Board for the Association and defining its functions, 
and an amendment to the By-Laws providing for 
changes in the membership fee. Both of these amend- 
ments will be called to the attention of the institu- 
tional members in a special letter which will be sent 
to the hospitals on May 18. 

As one reviews in mind the work of the next Con- 
vention, particularly against the national and the 
international backgrounds one cannot but be appalled 
by the magnitude and seriousness of the situation 
confronting our hospitals. There remains for us to 
strengthen our hearts against the difficulties which 
our minds reveal. The prayer of the Mass of the Third 
Sunday after Pentecost, at the beginning of the week 
in which our Convention is to be held, may give us 
the inspiration and the courage of which at this mo- 
ment we stand so much in need. 


O, God, the Protector of all who hope in 
Thee, without Whom there is neither strength 
nor holiness, shower upon us Thy multiplied 
mercies that under Thee as our Ruler and 
Guide we may concern ourselves with temporal 
affairs without losing concern for those which 
are everlasting. 


Such is the prayer which at a time like this brings 
before us the true aim and object of all our endeavors 
in the special fields of our interest. We pray that 
through God’s mercy we may never be unmindful of 
the guidance and directorship of God in our affairs. 
“Te Rectore, Te Duce,” if God is our Ruler and Guide, 
then surely we will pass through our temporal con- 
cerns with our minds and hearts fixed upon the pur- 
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poses for which we are laboring. If He is our Ruler 
and Guide, His Divine Light reveals to us on the 
one hand the transitoriness of the affairs of this world 
but on the other hand also their significance for our 
sanctification. With Him as our Ruler and Guide we 
cannot lose the eternal values which are inherent in 
the solemn privileges which God has entrusted to our 
weakness but also to our self-sacrificing generosity. 

Our Pre-Convention activities begin on the Feast 
of the Sacred Heart, Friday, June 12, with a High 
Mass at St. Mary’s Church at 9:30 o’clock, surely 
an auspicious beginning for a week of intensified 
study of the duties confronting us in our various in- 
stitutions. We need that love of Christ’s Sacred Heart 
today to carry on the overwhelming burdens which 
the circumstances of the times have placed upon us. 
In the Mass of the Feast, the Sacred Heart is called 
“The Sanctuary of Divine Liberality,” “Divinae 
Largitatis Sacrarium,” from which there is diffused 
over us a torrent of mercy and grace, so that never 
ceasing to consume us in His love It may be a place 
of repose for our devoted souls and a haven for re- 
pentant souls. 

Here, too, we find in the words of the Missal so 
much of the meaning of our Catholic hospitals. 
Christ’s love will bring to us that abundant light that 
will enable us to see what we must do and the stead- 
fastness and determination to carry out what we know 
we must achieve. May the Charity of Christ continue 
to urge us onward. 

For the Exeuctive Board, 
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STEVENS HOTEL, CHICAGO, ILL., WHERE THE 27th ANNUAL CONVENTION WILL BE HELD 








The Pre-Convention Conferences 





THE EIGHTH CONFERENCE ON HOSPITAL 
ADMINISTRATION 









Friday Morning, June 12 Saturday Afternoon, June 13 
Hoty Mass 2:00-4:45 o’clock 
St. Mary’s Church, Wabash Avenue and Ninth Street (Central War Time) 
: PRESIDING OFFICER 
9:30 o'clock (To be Announced) 
















(Central War Time) The Hospital Administrator's Place With Reference to 
Medical Care 
Friday Morning, June 12 The Physician’s View of the Hospital Administrator's 






Function With Reference to Medical Care 
11:00-12:30 o’clock Herman G. Weiskotten, M.D., Secretary, 
(Central War Time) Council on Medical Education and Hospitals, 

American Medical Association, Chicago, Illinois 


PRESIDING OFFICER in Cet Bbehdees Penedl With Ref 
The Reverend Richard T. Howley, oo the Physician ee: ee ' ie saenie 


Affiliated Catholic Charities of the Archdiocese of San Francisco, A. C. Bachmeyer, M.D., Associate Dean, 
San Francisco, California 

Hospital Administration in a Catholic Sisters’ Hospital 

The Reverend Alphonse M. Schwitalla, S.J. 






OPENING SESSION 











University of Chicago School of Medicine, 
Chicago, Illinois 


















Sunday Morning, June 14 







Friday Afternoon, June 12 9:00-11:30 o'clock 
2:00-4:45 o'clock (Central War Time) 
(Central War Time) PRESIDING OFFICER 






The Reverend F. J. Brennan, Editor, 


PRESIDING OFFICER . J : . 
“The Catholic Record,” St. Peter’s Seminary, 


(To be Announced) 








Staff Organization in the Catholic Hospital ’ London, Ontario, Canada 
General Staff Organization The Catholic Hospital and the Public 
Mother M. Rose, R.N., M.A., Sisters of Mercy, The Use of the Catholic Press as an Agency for Promoting 






St. Mary’s Convent, Pittsburgh, Pennsylvania the Relations Between the Hospital and the Diocese 
Medical Staff Organization : (Speaker to be Announced) : 
Goronwy O. Broun, M.D., Professor of Internal Medicine, The Function of the Catholic Press as an Agency in Pro- 
St. Louis University School of Medicine, St. Louis, Missouri moting the Objectives of the Catholic Hospital and of 
Health Services under Catholic Auspices 
(Speaker to be Announced) 
















Saturday Morning, June 13 




















9:00-11:30 o'clock Sunday Afternoon, June 14 
(Central War Time) 2:00-4:45 o'clock 
PRESIDING OFFICER (Central War Time) 
The Reverend John W. Barrett, PRESIDING OFFICER 
Archdiocesan Director of Hospitals, Chicago, Illinois (To be Announced) 
Financial Organization in Relation to General Administration The Catholic Hospital as an Instrument of the Church 
The Financial Aspects The Very Reverend Samuel K. Wilson, S.J., President, 
Mr. James J. McNulty, Loyola University, Chicago, IIl. 
Ames Emerich & Co., Inc., Chicago, Illinois Special Statement 
The Hospital Administrator’s Viewpoint “Concept of Hospital Organization, Administration, and 
The Reverend J. Gatton, Director, St. John’s Sanitarium, Management in the Catholic Hospital” 






Springfield, Illinois The Reverend Alphonse M. Schwitalla, S.J. 







THE TENTH INSTITUTE ON NURSING EDUCATION 


Friday Afternoon, June 12 









Friday Morning, June 1 2 










11:00-12:30 o'clock 2:00-4:45 o’clock 
(Central War Time) (Central War Time) 
PRESIDING OFFICER PRESIDING OFFICER 
Sister Agnes Cecilia, Santa Monica, California Sister M. Euphrasia, O.S.F., R.N., Superintendent, 
Topic— The Ward Teaching Program and St. Agnes Hospital, Philadelphia, Pennsylvania 
Examinations Topic— The Relations Between the Hospital and 






Statement Prepared by the Council on Nursing Education the School of Nursing 
Sister Mary Joseph, R.S.M., Mercy Hospital, Baltimore, Statement Prepared by the Council on Nursing Education 













Maryland (Speaker to be Announced) 
The Ward Teaching Program The Viewpoint of the Hospital Administrator 
Sister Mary Leonard, S.S.J., R.N., Director, Sister M. Giles, C.S.J., R.N., B.S., Superintendent, 
Department of Nursing Education, Nazareth College, St. Joseph’s Hospital, Hancock, Michigan 
Nazareth, Michigan The Viewpoint of the School Director 
Examination Methods Sister Larivee, R.N., M.S., Director, 
Sister Mary Ruth, S.S.J., R.N., ‘Wheeling Hospital, Notre Dame de Lourdes School of Nursing, Manchester, 





Wheeling, West Virginia New Hampshire 
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Saturday Morning, June 13 
9:00-11:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Sister M. Geraldine, $.S.M., R.N., MS., 
Executive Dean, St. Louis University School of Nursing, 
St. Louis, Missouri 
Topic— The Guidance Program 
Statement Prepared by the Council on Nursing Education 
Sister Helen Jarrell, R.H., R.N., A.M., Dean, 
Loyola University School of Nursing, Chicago, Illinois 
The Educational Guidance of Student Nurses in Our Catholic 
Schools of Nursing 
Sister Mary Josetta, R.S.M., Dean, 
St. Xavier College, Chicago, Illinois 
The Vocational Guidance of Student Nurses in Our Catholic 
Schools of Nursing 
(Speaker to be Announced) 
The Individual Spiritual Guidance of Student Nurses in Our 
Catholic Schools of Nursing 
The Reverend James E. Shevlin, Chaplain, 
Columbus Hospital, Chicago, Illinois 
The Group Spiritual Guidance of Student Nurses in Our 
Catholic Schools of Nursing 
(Speaker to be Announced) 





Saturday Afternoon, June 13 
2:00-4:45 o'clock 
(Central War Time) 


PRESIDING OFFICER 
(To be Announced) 


Topic — The Library of the School of Nursing 
Statement Prepared by the Council on Nursing Education 


THE FOURTH CONFERENCE ON 


Friday Morning, June 12 
OPENING SESSION 
11:00-12:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Goronwy O. Broun, M.D., Professor of Internal Medicine, 
St. Louis University School of Medicine, 
St. Louis, Missouri 
Problems in Blood Typing 
Raymond O. Muether, M.D., Senior Instructor in Internal 
Medicine, St. Louis University School of Medicine, 
St. Louis, Missouri 





Friday Afternoon, June 12 
2:00-4:45 o’clock 
(Central War Time) 
PRESIDING OFFICER 
Raymond O. Muether, M.D. 
Role of Blood Banks in Civilian Defense 
Victor H. Vogel, M.D., Administrative Director, 
Blood Plasma Section, Office of Civilian Defense, 
Washington, D. C. 





Saturday Morning, June 13 
9:00-12:00 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Goronwy O. Broun, M.D. 
Pre-operative Laboratory Studies 
Lillian S. Tarlow, M.D., Department of Pathology, 
Loyola University School of Medicine, 
Chicago, Illinois 
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Sister Agnes Miriam, SS. Mary and Elizabeth Hospital, 
Louisville, Kentucky 
Viewpoints Concerning Professional Literature in the Library 
of the Catholic School of Nursing 
Sister Mary Ellen Bossong, R.S.M., College of Saint Teresa, 
Winona, Minnesota 
Cultural Aspects of a School of Nursing Library 
Sister Miriam Patricia, O.P., Siena Heights College, 
Adrian, Michigan 
The Place of Periodicals and Journals in a Library of a 
School of Nursing 
Sister St. Luke, C.S.J., Fontbonne College, 
St. Louis, Missouri 
Library Management 
The Reverend Benjamin J. Stein, O.S.B., 
St. John’s University Library, Collegeville, Minnesota 





Sunday Morning, June 14 
9:00-11:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend Alphonse M. Schwitalla, S.J. 
Topic — The Teaching of Religion in Catholic 
Schools of Nursing 
Statement Prepared by the Council on Nursing Education 
Sister Mary Henrietta, $.S.M., R.N., B.S., M.A., 
Assistant Professor of Nursing Education, 
St. Louis University School of Nursing, 
St. Louis, Missouri 
Religion Courses for Non-Catholic Students 
The Reverend Bakewell Morrison, S.J., Director, 
Department of Religion, St. Louis University, 
St. Louis, Missouri 
Religion Courses for Catholic Students 
The Reverend Gerald H. FitzGibbon, S.J., Dean, 
Creighton University College of Arts and Sciences, 
Omaha, Nebraska 


LABORATORY TECHNOLOGY 


Saturday Afternoon, June 13 
2:00-4:45 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Goronwy O. Broun, M.D. 
Laboratory Studies during Sulfonamide Therapy 
Goronwy O. Broun, M.D. 





Sunday Morning, June 14 
9:00-12:00 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Goronwy O. Broun, M.D. 
Laboratory Evidences of the Activity of Infectious Processes 
James W. Henry, M.D., Department of Pathology, 
Loyola University School of Medicine, 
Chicago, Illinois 





Sunday Afternoon, June 14 
2:00-4:45 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Goronwy O. Broun, M.D. 
Differentiation of the Hemorrhagic Diseases 
Armand J. Quick, M.D., 
Marquette University School of Medicine, 
Milwaukee, Wisconsin 
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ALEXIAN BROTHERS HOSPITAL, CHICAGO, ILLINOIS 


THE THIRD INSTITUTE ON MEDICAL SOCIAL SERVICE 


Friday Morning, June 12 
11:00-12:30 o’clock 
(Central War Time) 

PRESIDING OFFICER 


The Reverend John J. Bingham, Director, Division of Health, 


Catholic Charities of the Archdiocese of New York, 
New York, New York 
Topic — Medical Social Work —A Duty of Science 
George A. Hellmuth, M.D., 
Chicago, Illinois 
Discussion 





Friday Afternoon, June 12 
2:00-4:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend John J. Bingham 
Topic — Medical Social Work—A Duty of Science 


Discussion 
(Continued) 
Case Work Presentation 
Miss Aileen McBrien, 
Director, Department of Medical Social Work, 
Mercy Hospital, Chicago, Illinois 


Saturday Morning, June 13 
10:00-12:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend John J. Bingham 
Topic — Medical Social Work — A Duty of Efficiency 
Sister Loretto Bernard, R.N., B.A., Superintendent, 
St. Vincent’s Hospital, New York, New York 
Discussion 
Case Work Presentation 
Sister Joseph Loretto, 
St. John’s Hospital, Long Island City, New York 





Saturday Afternoon, June 13 
2:00-4:00 o'clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend John J. Bingham 
Topic — Medical Social Work — The Hospital 
Completes Its Work 
Miss Mary M. Maxwell, Director, 
Department of Social Service, State University of Iowa 
University Hospitals, Iowa City, Iowa 
Discussion 


THE FIRST INSTITUTE ON MEDICAL RECORD LIBRARY SCIENCE 


Saturday Morning, June 13 
9:00-11:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
Sister Mary Servatia, S.S.M., R.N., R.R.L., B.S., 
St. Mary’s Hospital, St. Louis, Missouri 
Various Phases of Medical Records 
A. The General Medical Aspects 
Malcolm T. MacEachern, M.D., Associate Director, 
American College of Surgeons, Chicago, Illinois 
B. The Ethical and Moral Aspects 
The Reverend John J. McInery; S.J., Regent, 
Creighton University School of Medicine, 
Omaha, Nebraska 


C. The Legal Aspects 
Mr. George E. Hall, Jr.. Bureau of Legal Medicine and 
Legislation, American Medical Association, 
Chicago, Illinois 
D. The Social Aspects 
Miss Irene Morris, Director, Department of Medical Social 
Service, St. Mary’s Group of Hospitals of St. Louis 
University, St. Louis, Missouri 





Saturday Afternoon, June 13 
2:00-4:45 o’clock 
(Central War Time) 
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PRESIDING OFFICER 
Mrs. Edna K. Huffman, R.R.L., Director, 
School for Medical Record Librarians, St. Joseph’s Hospital, 
Chicago, Illinois 
Economic Phases of the Medical Record Department 
Sister M. Alfreda, O.S.B., R.N., BS., 
St. Joseph’s Hospital, Boonville, Missouri 
Personnel Substitution 
Mrs. M. R. Kneifl, 
St. Louis, Missouri 





Sunday Morning, June 14 

9:00-11:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
(To be Announced) 

Topic — The Education of the Medical Record Librarian 

Academic Preparation 
Sister M. Patricia, O.S.B., B.S., Superintendent, 
St. Mary’s Hospital, Duluth, Minnesota 
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Apprenticeship and Other Forms of Training 
Sister M. Consilia, $.S.M., R.N., 
St. Mary’s Hospital, St. Louis, Missouri 





Sunday Afternoon, June 14 
2:00-4:45 o’clock 
(Central War Time) 
PRESIDING OFFICER 
(To be Announced) ’ 
Topic— Common Problems With Special Emphasis 
on Those of the Small Hospital 
Modification of the Nomenclature With Regard 
Small Hospital 
Sister Mary of Jesus, C.C.V.L., 
St. Anthony’s Hospital, Amarillo, Texas 
Case Presentation 
Sister M. Servatia, $.S.M., R.N., R.R.L., BS., 
St. Mary’s Hospital, St. Louis, Missouri 


to the 


Twenty-seventh Annual Convention of the 
Catholic Hospital Association of the 
United States and Canada 


TOPICAL SUMMARY OF THE PROGRAM 


Theme —SAFEGUARDS OF HOSPITAL SERVICE 
IN WARTIME 
Pontifical Mass, Monday Morning, June 15 
Formal Opening of Exhibits, Monday Afternoon, June 15 
Opening Session 
General Meeting, Monday Afternoon, June 15 
Safeguards to Medical Care in Wartime 
General Meeting, Tuesday Afternoon, June 16 
Ethical Responsibility as a Safeguard of Hospital Service 
in Wartime 
General Meeting, Wednesday Morning, June 17 
Spiritual Care as a Safeguard of Hospital Service in 
Wartime 
General Meeting, Thursday Afternoon, June 18 
Civilian Defense in Wartime Emergency 
General Meeting, Friday Afternoon, June 19 
Sectional Meetings 
A. Tuesday Morning, June 16 
1. Procurement and Assignment Service 
2. Group Hospitalization 
3. The Dietetics Department 
4. The Growing Need of the Small Hospital 
Thursday Morning, June 18 
1. Priorities, Rationing, and Price Control 
2. Federal Legislation Affecting Hospitals 
3. Present-Day Problems of the Surgical Department 
4. The Hospital in Industrial Defense Areas 


C. Friday Morning, June 19 
1. The Hospital in Civilian Defense 
2. Hospital Service to Governmental Agencies 
3. The X-Ray Department 
4. The Physical Therapy Department 
IX. Entertainment 
Wednesday Afternoon, June 17 
X. Business Meetings 
Opening Session, Monday Afternoon, June 15 
General Business Meeting, Thursday Afternoon, June 18 
Executive Business Meeting, Thursday Afternoon, 
June 18 
General Business Meeting, Friday Afternoon, June 19 
Special Meetings 
Meetings of the Catholic Hospital Conference of Bishops’ 
Representatives 
Tuesday Evening, June 16 
Wednesday Afternoon, June 17 
Hospital Chaplains’ Meetings 
Monday Afternoon, June 15 
Tuesday Morning, June 16 
Tuesday Afternoon, June 16 
Tuesday Evening, June 16 
Wednesday Morning, June 17 
Meeting of Officers of State and Regional Conferences 
Meeting of Council on Nursing Education 
Meeting of Council on Hospital Administration 


XI. 


PROGRAM — DAY BY DAY 


Monday Morning, June 15 
Pontifical Mass— The Cathedral of the Holy Name, 
North State Street, Chicago, Illinois 
9:30 o’clock 
(Central War Time) 
Celebrant: 
His Excellency, The Most Reverend Samuel A. Stritch, D. D., 
Archbishop of Chicago 
Sermon: 
His Excellency, The Most Reverend Edwin V. O’Hara, D.D., 
Bishop of Kansas City 
Assistant Priest: 
The Right Reverend Monsignor Maurice F. Griffin, LL.D., 
Cleveland, Ohio 
Deacons of Honor: 
The Reverend F. J. Brennan, London, Ontario, Canada 


The Reverend Edmund J. Goebel, Milwaukee, Wisconsin 
Deacon of the Mass: 

The Reverend H. Mackin, Jersey City, New Jersey 
Sub-Deacon of the Mass: 

The Reverend Richard T. Howley, San Francisco, California 
Sub-Deacon of the Metropolitan Cross 

(To be Announced) 
Masters of Ceremonies: 

The Reverend James C. Hardiman 

The Reverend Harold H. Sieger 
Attendants at the Pontifical Mass: 

Students at Quigley Preparatory Seminary 
Choir: 

The Cathedral of the Holy Name Choristers under the direction 

of the Reverend Emmett T. Regan 
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Monday Afternoon, June 15 
FoRMAL OPENING OF EXHIBITS 
12:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend Alphonse M. Schwitalla, S.J. 
Greetings from 
Hospital Industries’ Association 
Mr. George J. Hooper, President 
Medical Exhibitors’ Association 
Mr. C. H. Wantz, President 





Monday Afternoon, June 15 


THe CHAPLAINS’ CONFERENCE 
(For Hospital Chaplains and Other Members of 
the Reverend Clergy) 
2:00-4:00 o'clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend James E. Shevlin, Chairman, 
Chaplains’ Conference, Columbus Hospital, 
Chicago, Illinois 
SECRETARY 
The Reverend Joseph I. Gerber, Secretary, 
Chaplains’ Conference, St. Francis Hospital, 
Peoria, Illinois 
Alcoholism and Some Moral Issues 
Robert E. Britt, B.S., M.D., 
Senior Instructor in Neurology and Psychiatry, 
St. Louis University School of Medicine, 
St. Louis, Missouri 
A Proposed Outline for a Book on Religion for Nurses 
The Reverend Henry Frank, St. Cloud, Minnesota 





Monday Afternoon, June 15 
OPENING SESSION 
3:00-5:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend Alphonse M. Schwitalla, S.J. 
Greetings from the Archdiocese of Chicago 
The Reverend John W. Barrett 
Greetings from the National Catholic Welfare Conference 
His Excellency, The Most Reverend Karl J. Alter, D.D., 
Bishop of Toledo 
Greetings from the City of Chicago 
The Honorable Edward J. Kelly, Mayor 
Greetings from the American Hospital Association 
Basil C. MacLean, M.D., President 
Greetings from the American Protestant Hospital Association 
Mr. John H. Olsen, President 
Greetings from the American College of Surgeons 
Malcolm T. MacEachern, M.D., Associate Director 
Greetings from the American Medical Association 
Olin West, M.D., Secretary 
The President’s Address 
The Reverend Alphonse M. Schwitalla, S.J. 
Appointment of Committees 
Adjournment 





Tuesday Morning, June 16 
SECTIONAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Subject —PROCUREMENT AND ASSIGNMENT 
SERVICE 
PRESIDING OFFICER 
Charles H. Phifer, M.D., Chairman, 
Sixth Corps Area, Procurement and Assignment Service, 
Chicago, Illinois 
Topics for Discussion 
Organization of the Service 
Mode of Operation in the Local Communities 
Probable Effect on Medical Care in the Community 
Effect on the Individual Hospital 


Tuesday Morning, June 16 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 
Subject —GROUP HOSPITALIZATION 
PRESIDING OFFICER 
Mr. Ray F. McCarthy, Executive Director, 
Group Hospital Service, Inc., St. Louis, Missouri 
Panel Discussion 
Blue Cross Plan— Service Arms of Hospitals 
Hospitals Guarantee Service 
Adequacy of Contingent Reserve 
Changing Sources of Hospital Income 
Interpreting Charity Service 
Extending to Low and Static Income Groups 
Service Plan Extension to Rural Areas 
Local Sponsorship and Control 





Tuesday Morning, June 16 
SECTIONAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Subject — The Dietetics Department 
PRESIDING OFFICER 
Miss Gladys E. Hall, Educational Director, 
American Dietetic Association, Chicago, Illinois 
Topics for Discussion 
Practical Application of the ‘New Yardstick of Nutrition’ 
The Hospital Dietitian’s Participation in the National Nutrition 
Program 
How Can Hospital Dietitians Meet the Problem of Rising 
Prices? 
Training the Student Dietitian 





Tuesday Morning, June 16 
SECTIONAL MEETING 
9:00-11:00 o’clock 
Subject THE GROWING NEED OF THE 
SMALL HOSPITAL 
PRESIDING OFFICER 
Sister M. Immaculata, St. Michael’s Hospital, 
Lethbridge, Alberta, Canada 
Topics for Discussion 
The Geographical Distribution and Increasing Numbers of 
Small Hospitals 
The Provisions for X-Ray and Laboratory Services and Other 
Special Services 
The Threatened Shortage of Physicians and Nurses in Small 
Communities and Its Possible Effect on the Small Hospital 
Medical Service in the Rural Areas with Reference to the 
Small Hospital 





Tuesday Morning, June 16 
THE CHAPLAINS’ CONFERENCE 
(For Hospital Chaplains and Other Members of 
the Reverend Clergy) 
10:00-12:00 o'clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend James E. Shevlin, Chairman, 
Chaplains’ Conference, Columbus Hospital, 
Chicago, Illinois 
SECRETARY 
The Reverend Joseph I. Gerber, Secretary, 
Chaplains’ Conference, St. Francis Hospital, 
Peoria, Illinois 
The Chaplain and the Dying Non-Catholic 
The Reverend Edmund T. Meehan, Editor of Camillus, 
New York, New York : 
The Sodality for Nurses 
The Reverend J. Roger Lyons, S.J., “The Queen’s Work.” 
St. Louis, Missouri 
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Tuesday Afternoon, June 16 

GENERAL MEETING 

3:00-5:00 o’clock 
(Central War Time) 

Topic — Safeguards to Medical Care in War Time 
PRESIDING OFFICER 
Fred C. Zapffe, M.D., Secretary, 
Association of American Medical Colleges, Chicago, Illinois 


The Maintenance of the Personal Relationship in Medical Care 


Under Wartime Conditions 
Eben J. Carey, M.D., Dean, 
Marquette University School of Medicine, 
Milwaukee, Wisconsin 
Hospital Work in China Under War Conditions 
The Very Reverend Thomas Malone, M.M., Rector, 
Maryknoll Novitiate, Bedford, Massachusetts 
Hospital Administration for Wartime Medical Service 
The Reverend D. A. McGowan, Superintendent, 
St. Elizabeth’s Hospital, Brighton, Massachusetts 
The Changing Relationships of the Voluntary Hospitals 
Under Wartime Strains 
Mr. William F. Montavon, K.S.G., Director, 


Legal Department, National Catholic Welfare Conference, 


Washington, D. C. 
The Extension of Catholic Hospital Influence 
His Excellency, The Most Reverend Duane G. Hunt, 
Bishop of Salt Lake, Salt Lake City, Utah 
Adjournment 





Tuesday Afternoon, June 16 
on’ Tue CHAPLAINS’ CONFERENCE 
(For Hospital Chaplains and Other Members of 
the Reverend Clergy) 
Rising 3:00-5:00 o'clock 
(Central War Time) 
; PRESIDING OFFICER 
The Reverend James E. Shevlin, Chairman, 
Chaplains’ Conference, Columbus Hospital, 
Chicago, Illinois 
SECRETARY 
The Reverend Joseph I. Gerber, Secretary, 
Chaplains’ Conference, St. Francis Hospital, 
Peoria, Illinois 
Physiological Aspects of a Moral Problem 
Leo Latz, M.D., Chicago, Illinois 
Moral Aspects of a Physiological Problem 
(Speaker to be Announced) 


itrition 





os of Tuesday Evening, June 16 
CatuHotic Hospitat CONFERENCE OF BISHOPS’ 
Other REPRESENTATIVES 
7:00 o'clock 
Small (Central War Time) 
ospital (Details to be published later) 





to the 
Tuesday Evening, June 16 


Tue CHAPLAINS’ CONFERENCE 
(For Hospital Chaplains and Other Members of 
the Reverend Clergy) 
8:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend James E. Shevlin, Chairman, 
Chaplains’ Conference, Columbus Hospital, 
Chicago, Illinois 
SECRETARY 
The Reverend Joseph I. Gerber, Secretary, 
Chaplains’ Conference, St. Francis Hospital, 
Peoria, Illinois 
A Suggested Pamphlet Library for Chaplains 
The Reverend Joseph Haugh, 
St. Anne’s Hospital, Chicago, Illinois 





Wednesday Morning, June 17 
GENERAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Topic — Ethical Responsibility as a Safeguard of 
Hospital Service in Wartime 
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PRESIDING OFFICER 
The Very Reverend Michael J. O’Connell, C.M., President, 
De Paul University, Chicago, Illinois 
Responsibility as the Basic Safeguard in Hospital Service 
His Excellency, The Most Reverend Karl J. Alter, D.D., 
Bishop of Toledo, Toledo, Ohio 
Responsibility for the Patient 
The Reverend John J. Clifford, S.J., 
St. Mary of the Lake Seminary, Mundelein, Illinois 
Responsibility in Medical and Nursing Care 
Francis D. Murphy, M.D., Director, Department of Medicine, 
Marquette University School of Medicine, 
Milwaukee, Wisconsin 
Responsibility as a Safeguard in Administration 
His Excellency, The Most Reverend Emmett M. Walsh, D.D., 
Bishop of Charleston, Charleston, South Carolina 
Adjournment 





Wednesday Morning, June 17 
THe CuHapLains’ CONFERENCE 
(For Hospital Chaplains and Other Members 
of the Reverend Clergy) 
10:00-12:00 o’clock 
(Central War Time) 
PRESIDING OFFICER 
The Reverend James E. Shevlin, Chairman, 
Chaplains’ Conference, Columbus Hospital, 
Chicago, Illinois 
SECRETARY 
The Reverend Joseph I. Gerber, Secretary, 
Chaplains’ Conference, St. Francis Hospital, 
Peoria, Illinois 
Moral Principles of Artificial Insemination 
(Speaker to be Announced) 
Election — Closing 





Wednesday Afternoon, June 17 
CatHotic Hospitat CONFERENCE OF BISHOPS’ 
REPRESENTATIVES 
2:00 o'clock 
(Central War Time) 
(Details to be published later) 





Thursday Morning, June 18 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 
Subject — PRIORITIES, RATIONING, AND 
PRICE CONTROL 
PRESIDING OFFICER 
(To be Announced) 
Topics for Discussion 
Organization and Functioning of the Division on Priorities in 
Its Relations to Hospitals 
The Rationing Program and the Hospital 
The Office of Price Administration and the Hospital 





Thursday Morning, June 18 
SECTIONAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Subject — FEDERAL LEGISLATION AFFECTING 
HOSPITALS 
PRESIDING OFFICER 
The Right Reverend Monsignor Maurice F. Griffin, LL.D., 
St. Philomena’s Church, Cleveland, Ohio 
Topics for Discussion 
The Extension of Social Security 
Excise Taxes Affecting Hospitals 
Tax Exempt Status of Hospitals 





Thursday Morning, June 18 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 
Subject — PRESENT-DAY PROBLEMS OF THE 
SURGICAL DEPARTMENT 
























PRESIDING OFFICER 
Thomas M. Martin, M.D., Instructor in Surgery, 
St. Louis University School of Medicine, 
St. Louis, Missouri 
Topics for Discussion 
The Growth of Specialization of Surgery 
Professional Certification as a Qualification for 
Membership 
Privileged Treatment of Surgical Departments Under Priority 
and Government Relations 
Compensatory Programs for the Shortage of Surgical Nursing 
Personnel 


Staff 





Thursday Morning, June 18 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 
Subject — THE HOSPITAL IN INDUSTRIAL 
DEFENSE AREAS 
PRESIDING OFFICER 
The Reverend Edmund J. Goebel, Ph.D., 
Diocesan Superintendent of Schools, 
Milwaukee, Wisconsin 
Topics for Discussion 
The Government Program in Supplementing Existing Facilities 
The Development of Industrial Surgery in Defense Areas 
The Types of Service Supplied by the Hospitals in Defense 
Areas 
Financing of Hospital Service in Defense Areas 





Thursday Afternoon, June 18 
GENERAL MEETING 
3:00-4:00 o'clock 
(Central War Time) 
Topic — Spiritual Care as a Safeguard of Hospital 
Service in Wartime 
PRESIDING OFFICER 
His Excellency, The Most Reverend James A. Griffin, D.D., 
Bishop of Springfield, Springfield, Illinois 
The Spiritual Life of the Hospital Sister in a Time of 
National Crisis 
His Excellency, The Most Reverend Samuel A. Stritch, D.D., 
Archbishop of Chicago, Chicago, Illinois 
Presentation of Awards in Hospital Administration 
His Excellency, The Most Reverend Samuel A. Stritch, D.D., 
The Reverend Alphonse M. Schwitalla, S.J. 
Adjournment 





Thursday Afternoon, June 18 
GENERAL BusINESS MEETING 
4:00-4:30 o'clock 
(Central War Time) 

PRESIDING OFFICER 
The Reverend Alphonse M. Schwitalla, S.J. 


Roll Call of Accredited Delegates 
Annual Reports 

The Executive Board Report 

The Secretary’s ‘Report 

The Treasurer’s Report 

The Executive Secretary’s Report 
Amendments to the Constitution 
New Business 
Adjournment 





Thursday Afternoon, June 18 
EXECUTIVE BustNess MEETING 
4:30-5:30 o'clock 
(Central War Time) 
PRESIDING OFFICER 
The Sister Chairman of the Nominating Committee 
Roll Call of Accredited Delegates 
The Report of the Nominating Committee 
Election of Officers and Members of the Executive Board 
New Business 
Adjournment 
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Friday Morning, June 19 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 

Subject —THE HOSPITAL IN CIVILIAN DEFENSE 
PRESIDING OFFICER 
(To be Announced) 
Topics for Discussion 

First Aid Service 

Casualty Clearing Station Service 

Base Hospitals 

Physical Protection of Hospitals 





Friday Morning, June 19 
SECTIONAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Subject —HOSPITAL SERVICE TO GOVERN- 
MENTAL AGENCIES 
PRESIDING OFFICER 
(To be Announced) 
Topics for Discussion 
The Use of the Hospital Service by Governmental Agencies 
Forms of Compensation for Hospital Service Under Federal 


Agreements 

Relations Between Hospitals and the Farm _ Security 
Administration. 

Compensation for Hospital Service by County and State 
Agencies 





Friday Morning, June 19 
SECTIONAL MEETING 
9:00-11:00 o’clock 
(Central War Time) 
Subject —THE X-RAY DEPARTMENT 
PRESIDING OFFICER 
M. J. Hubeny, M.D., Director, 
Department of Roentgenology, Cook County Hospital, 
Chicago, Illinois 
Topics for Discussion 
I. Personnel Problems in the Department of Radiology 
What Can Hospital Authorities Do to Solve Them? 
A. The Radiologist 
B. The Technical Staff 
C. Volunteer and Auxilary Help 
II. Supervision of the Auxiliary Group and the Limitations 
of its Scope of Duties 
III. The Provision of Essential Supplies Under Present-Day 
Conditions 
IV. The Education of the X-Ray Technician at the Present 
Time 
A. Need for Intensification and Condensation Rather 
Than Inadequate Courses 
B. Shall the Catholic Hospital Association Officially 
Approve National Registration of the Technical 
Staff in Catholic Hospitals, Thus Officially Mak- 
ing Registration a Standard for Catholic 
Hospitals P 





Friday Morning, June 19 
SECTIONAL MEETING 
9:00-11:00 o'clock 
(Central War Time) 
Subject —THE PHYSICAL THERAPY DEPARTMENT 
PRESIDING OFFICER 
John S. Coulter, M.D., 
Northwestern University Medical School, 
; Chicago, Illinois 
Topics for Discussion 
The Function of Physical Therapy in Recent War Injuries 
The Role of Physical Therapy in the Rehabilitation of 
Chronic Injuries 
The Function of the Physical Therapeutic Technician in Kela- 
tion to the General Nursing Care of the Injured Soldier 
The Need for the Use of Physical Therapeutic Principles 
Earlier in a Therapeutic Program 
The Co-ordination of Physical Therapy and General Thera- 
peutic Measures Instead of Relegating Physical Therapy 
as the Choice of the Last Resort 


May, 1942 
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Friday Afternoon, June 19 
GENERAL MEETING 
1:30-3:30 o’clock 
(Central War Time) 
Topic — Civilian Defense in Wartime 
PRESIDING OFFICER 
Bert W. Caldwell, M.D., Executive Secretary, 
American Hospital Association, Chicago, Illinois 
Hospital Service for Civilian Casualties 
Colonel George Baehr, M.D., Chief Medical Officer, 
Office of Civilian Defense, Washington, D. C. 
The Lesson for Hospitals of Pearl Harbor 
John J. Moorhead, M.D., 
New York, New York 
Adjournment 
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Friday Afternoon, June 19 
GENERAL Business MEETING 
3:30 o'clock 
(Central War Time) 


PRESIDING OFFICER 

The Reverend Alphonse M. Schwitalla, S.J. 
Resolutions 
Appointment of Committees 
Program of Activity 
Unfinished Business 
New Business 
Adjournment 


Religious Organizations of Sisters and Brothers 
Devoted to the Care of the Sick in the 
Archdiocese of Chicago 


Daughters of Charity of St. Vincent de Paul 


Western Province 
Normandy, Missouri 
Established in Emmitsburg, Maryland, in 1809. 
These Sisters conduct St. Joseph’s Hospital, 2100 
Burling Street, Chicago, Illinois, founded in 1869. 


Sisters of Mercy of the Union 


Province of Chicago 
Chicago, Illinois 

These Sisters conduct Mercy Hospital, 2537 S. 
Prairie Avenue, Chicago, Illinois, founded in 
1849, and Misericordia Hospital and Home for 
Infants, 2916 W. 47th Street, Chicago, Illinois, 
founded in 1921. 


Sisters of Charity of Providence 

Province of St. Vincent de Paul 
Montreal, Quebec, Canada 

Established in the United States in 1856. 

These Sisters conduct Lewis Memorial Maternity 
Hospital, 3001 S. Michigan Avenue, Chicago, Illi- 
nois, founded in 1931 by the late Cardinal Munde- 
lein. 


Alexian Brothers 
Immaculate Conception Province 
Chicago, Illinois 
Established in the United States in 1866. 
The Brothers conduct Alexian Brothers Hospital, 
1200 Belden Avenue, founded in 1866, as their 
first mission in this country. 


Poor Handmaids of Jesus Christ 

Ancilla Domini Province 
Donaldson, Indiana 

Established in the United States in 1868. 

These Sisters conduct St. Elizabeth’s Hospital, 1431 
N. Claremont Avenue, founded in 1886, and St. 
Anne’s Hospital, 4950 W. Thomas Street, founded 
in 1903. 


Sisters of St. Mary 
St. Louis, Missouri 
Founded in St. Louis, Missouri, in 1872. 
These Sisters conduct St. Francis Hospital, Blue 
Island, Illinois, which was established in 1904. 


Poor Sisters of St. Francis Seraph of Perpetual 

Adoration 

Province of the Immaculate Heart of Mary 
Lafayette, Indiana 

Established in the United States in 1875. 

These Sisters conduct St. Francis Hospital, Evans- 
ton, Illinois, founded in 1900, and St. James Hos- 
pital, Chicago Heights, Illinois, founded in 1911. 


Franciscan Sisters of the Sacred Heart 

Joliet, Illinois 

Founded in the United States in 1876. 

These Sisters conduct St. Joseph’s Hospital, Joliet, 
Illinois, founded in 1882, and St. Anthony de 
Padua Hospital, 2875 W. 19th Street, Chicago, 
Illinois, founded in 1897. 
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Sisters of the Holy Family of Nazareth 
Sacred Heart Province 
Chicago, Illinois 
Established in the United States in 1885. 
These Sisters conduct St. Mary of Nazareth Hos- 
pital, 1120 N. Leavitt Street, Chicago, Illinois, 
founded in 1894. 


Sisters of Misericorde 
Montreal, Quebec, Canada 
Established in the United States in 1887. 
These Sisters conduct Oak Park Hospital, Oak 
Park, Illinois, founded in 1905. 


Sisters, Servants of the Holy Heart of Mary 
Province of the United States 
Beaverville, Illinois 
Established in the United States in 1889. 
These Sisters conduct St. Mary’s Hospital, Kanka- 
kee, Illinois, founded in 1895. 


Little Company of Mary Nursing Sisters 
Novitiate for America 
Evergreen Park (Chicago), Illinois 
Established in the United States in 1893. 
These Sisters conduct Little Company of Mary Hos- 
pital, 95th and California Avenue, Evergreen Park 
(Chicago), Illinois, founded in 1930. 
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Missionary Sisters, Servants of the Holy Ghost 
American Motherhouse, 
Techny, Illinois 
Established in the United States in 1901. 
These Sisters conduct St. Therese Hospital, Wau- 
kegan, Illinois, founded in 1929, and St. Anne’s 
Infirmary, Techny, Illinois, founded in 1941. 


Religious Hospitallers of St. Joseph 

Chicago, Illinois 

Established in the United States in 1903. 

These Sisters conduct St. Bernard’s Hotel Dieu Hos- 
pital, 6337 Harvard Avenue, Chicago, Illinois, 
founded as the first Mission of the Sisterhood in 
this country in 1903, and St. George’s Hospital, 
449 Winneconna Parkway, Chicago, Illinois, 
opened in 1939, 


Sisters of St. Casimir 

Chicago, Illinois 

Founded in Chicago, Illinois, in 1907. 

These Sisters conduct Holy Cross Hospital, 2700 
W. 69th Street, Chicago, Illinois, their first hos- 
pital mission begun in 1928, and in 1939, assumed 
direction of Loretto Hospital, 645 S. Central 
Avenue, Chicago, Illinois. 


Dominican Sisters of Chicago 


Chicago, Illinois 
These Sisters conduct Rosary Hill Convalescent 
Home, R.R. 2, Box 626, Chicago, Illinois. 


Catholic Hospitals of the Archdiocese of Chicago 


(Arranged Chronologically) 


MERCY HOSPITAL 
2537 S. Prairie Avenue 
Conducted by the Sisters of Mercy 
of the Union 
Established — 1849 
Service — General 
Capacity — 310 beds 
— 40 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association 
Both for Internship and Residency 
Sister M. Redempta, R.S.M., R.N. 
Superintendent 


ALEXIAN BROTHERS HOSPITAL 
1200 Belden Avenue 
Conducted by the Alexian Brothers 
Established — 1866 
Service — General 
Capacity — 257 beds 


Approved by: 
American College of Surgeons 
American Medical Association — Internship 


Brother Hugh Miller, C.F.A., R.N. 
Superintendent 


ST. JOSEPH’S HOSPITAL 
2100 Burling Street 
Conducted by the Daughters of Charity 
of St. Vincent de Paul 
Established — 1869 
Service — General 
Capacity — 225 beds 
— 40 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association 
Both for Internship and Residency 


Sister Zita, R.N. 
Superintendent 
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ROSARY HILL CONVALESCENT HOME, CHICAGO, ILL. 


ST. JOSEPH’S HOSPITAL 
372 N. Broadway, Joliet, Ill. 
Conducted by the Franciscan Sisters 
of the Sacred Heart 

Established — 1882 

Service — General 

Capacity — 275 beds 

— 40 bassinets 
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Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Sister Henrica, O.S.F., R.N. 
Superintendent 


ST. VINCENT’S INFANT AND MATER- 
NITY HOSPITAL 
721 N. LaSalle Street 
Conducted by the Daughters of Charity 
of St. Vincent de Paul 
Established — 1882 
Service — Maternity 
Capacity — 290 beds 
— 20 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Residency 
Sister Rosaria, R.N. 


ST. ELIZABETH’S HOSPITAL 
1431 N. Claremont Avenue 
Conducted by the Poor Handmaids 
of Jesus Christ 


COLUMBUS HOSPITAL, CHICAGO, ILL. 
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American Medical Association — Internship 
Sister M. Adolphine, P.H.J.C., R.N. 






























Superintende:: Sa i 
o . 
ST. MARY OF NAZARETH HOSPITAL : ( 
1120 N. Leavitt Street é. 
Conducted by the Sisters of the 
Holy Family of Nazareth : 
Established — 1894 : 
Service — General a 
Capacity — 246 beds 3 
— 38 bassinets i 
Approved by: & S 
American College of Surgeons y 
American Medical Association — Internship #| C 
Sister M. Therese, H.F.N., R.N. ‘i 
Superintendent Ff E 
: Se 
ST. MARY’S HOSPITAL s (C 
192 S. Fifth Avenue, Kankakee, III. 
Conducted by the Servants of the S 
Holy Heart of Mary 
Established — 1895 4 
Service — General a 
MOTHER CABRINI MEMORIAL HOSPITAL, CHICAGO, ILL. Capacity — 145 beds 
— 22 bassinets 
' Approved by: Z 
Established — 1886 "leiahies College of Surgeons yc 
Service  — General Sister St. Claire ; 2 
Capacity — 241 beds’ Superintendent [iy 
— 66 bassinets 5 
Approved by: ST. ANTHONY DE PADUA HOSPITAL . Es 





2875 W. 19th Street 






American College of Surgeons 


ST. GEORGE HOSPITAL, CHICAGO, ILL. 
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Conducted by the Franciscan Sisters 
of the Sacred Heart 
Established — 1897 
Service — General 
Capacity — 214 beds 
— 36 bassinets 
\pproved by: 
American College of Surgeons 
American Medical Association — Internship 
Sister M. Alberta, O.S.F., R.N. 
Superintendent 


ST. FRANCIS HOSPITAL 
355 Ridge Avenue, Evanston, IIl. 
Conducted by the Poor Sisters of St. Francis Seraph of 
Perpetual Adoration 
Established — 1900 
Service — General 
Capacity — 256 beds 
— 50 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association 
Both for Internship and Residency 
Sister M. Crescentia, O.S.F., R.N. 
Superintendent 


COLUMBUS HOSPITAL 


2548 Lake View Avenue 


Conducted by the Missionary Sisters 
of the Sacred Heart 
Established —- 1903 


— General 
— 160 beds 
— 18 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Mother Grace, M.S.S.H., R.N. 
Superintendent 


Service 
Capacity 


ak ae 
De 


LORETTO HOSPITAL, CHICAGO, ILL. 
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ST. ANNE’S HOSPITAL 
4950 W. Thomas Street 


Conducted by the Poor Handmaids 
of Jesus Christ 
Established — 1903 
Service — General 
Capacity — 300 beds 
— 60 bassinets 


Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Sister M. Flavia, P.H.J.C., R.N. 
Superintendent 


ST. BERNARD’S HOTEL DIEU HOSPITAL 
6337 Harvard Avenue 


Conducted by the Religious Hospitallers 
of St. Joseph 
Established — 1903 


ENTRANCE TO LORETTO HOSPITAL 
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— General 
— 200 beds 
— 44 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Rev. Mother Cecilia Murray, R.H., R.N. 
Superintendent 


Service 
Capacity 


ST. FRANCIS HOSPITAL 

12948 S. Gregory Street, Blue Island, III. 

Conducted by the Sisters of Mary 
Established — 1904 
Service — General 
Capacity — 85 beds 
— 15 bassinets 
Approved by: 
American College of Surgeons 
Sister M. Carmelita, $.S.M., R.N. 
Superintendent 


OAK PARK HOSPITAL 
525 Wisconsin Avenue, Oak Park, III. 
Conducted by the Sisters of Misericorde 
Established — 1905 
Service — General 
Capacity — 130 beds 
— 40 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Sister St. Emily, $.M., R.N. 
Superintendent 


ST. JAMES HOSPITAL 

1423 Chicago Road, Chicago Heights, III. 

Conducted by the Poor Sisters of 
St. Francis Seraph of Perpetual Adoration 
Established — 1911 
Service — General 
Capacity —100 beds 
— 20 bassinets 
Approved by: 
American College of Surgeons 
Sister M. Narcissa, O.S.F., R.N. 
Superintendent 


MISERICORDIA HOSPITAL AND HOME 
FOR INFANTS 
2916 W. 47th Street 
Conducted by the Sisters of Mercy 
of the Union 
Established — 1921 
Service — Maternity 
Capacity — 85 beds 
— 19 bassinets 
Approved by: 
American College of Surgeons 
Sister M. Laurian, R.S.M., R.N. 
Superintendent 
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MOTHER CABRINI MEMORIAL 
HOSPITAL 
1200 W. Cabrini Street 
Conducted by the Missionary Sisters 
of the Sacred Heart 
Established —- 1924 
Service — General 
Capacity —4120 beds 
— 24 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Mother Agnes, M.S.S.H., R.N 
Superintendent 


HOLY CROSS HOSPITAL 
2700 W. 69th Street 
Conducted by the Sisters of St. Casimir 
Established — 1928 
Service — General 
Capacity —125 beds 
— 36 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Sister M. Dorthea, R.N. 
Superintendent 


ST. THERESE HOSPITAL 

W. Washington Street, Waukegan, III. 

Conducted by the Missionary Sisters, 
Servants of the Holy Ghost 
Established — 1929 
Service — General 
Capacity —170 beds 
— 30 bassinets 
Approved by: 
American College of Surgeons 
Sister Leonardine, S.Sp.S., R.N. 
Superintendent 


LITTLE COMPANY OF MARY HOSPITAL 
95th and California Avenue, Evergreen Park 
Conducted ‘by the Sisters of the 
Little Company of Mary 
Established — 1930 


— General 
— 200 beds 
— 70 bassinets 
Approved by: 
American College of Surgeons 
American Medical Association — Internship 
Mother M. Dunstan, R.N. 
Superintendent 


Service 
Capacity 


LEWIS MEMORIAL MATERNITY 
HOSPITAL 
3001 S. Michigan Avenue 
Conducted by the Sisters of Charity 
of Providence 
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Established — 1931 
— Maternity 
— 117 beds 
— 117 bassinets 
Approved by: 
American College of Surgeons 
Sister Angelina, f.c.s.p., R.N. 
Superintendent 


Service 
Capacity 


ST. ANNE’S INFIRMARY 
Techny, Til. 
Conducted by the Missionary Sisters, 

Servants of the Holy Ghost 
Established — 1941 
Service — Convalescent and Chronic 
Capacity — 25 beds 

Sister Irenaea, R.N. 
Superintendent 


ROSARY HILL CONVALESCENT HOME 
Archer Avenue and 79th Street, Justice, Ill. 
Conducted by the Dominican Sisters 
of Chicago 

Established — 1941 
Service — Convalescent 
Capacity — 30 beds 

Sister M. Leona, O.P. 


Superintendent 


ST. GEORGE’S HOSPITAL 


In 1939 the Religious Hospitallers of St. Joseph, who 
founded St. Bernard’s Hospital of this city, assumed the 
direction of the old Auburn Park Hospital, renovated 
the same, and made it again available for service to the 
Auburn Park community in Chicago. This hospital has 
100 beds, is staffed by graduate nurses, and has the ap- 
proval of the American College of Surgeons. 

This is one of the more recent hospital missions in the 
United States assumed by this Sisterhood. Previously 
this same group of Sisters assumed the direction of the 
Langlade County Memorial Hospital in Antigo, Wis., 
and previous to that, developed a new hospital at Hart- 
ford, Wis., and some years earlier took over a hospital 
in New London, Wis. In all, in this country, these Sisters 
conduct nine hospitals in Maine, Vermont, Montana, 
Wisconsin, and Illinois. 

It will be remembered that the Sisters of St. Bernard’s 
Hospital came from the Hotel-Dieu St. Joseph Hospital 
in Kingston, Ontario, in 1903. For 36 years these Sisters 
had labored in the development of St. Bérnard’s Hos- 
pital before assuming this further extension of Catholic 


HOSPITAL PROGRESS 


hospital service by undertaking the direction of St. 
George’s Hospital. Elsewhere in this issue reference is 
made to the observance of the Tercentenary of Hotel- 
Dieu of Montreal, the mother hospital of this Sisterhood. 
In point of sequence, St. George’s Hospital becomes the 
eighteenth hospital under the direction of these Sisters 
who have maintained an unbroken service to the people 
of Montreal at Hotel-Dieu for three hundred years. At 
the present time, Sister M. Kelly, R.H., former superior 
and administrator at St. Bernard’s Hospital, now guides 
the work of the new St. George’s Hospital. 


LORETTO HOSPITAL 


The Sisters of St. Casimir undertook their first hos- 
pital mission in 1928 by the establishment of Holy Cross 
Hospital of this city, particularly for the Lithuanian 
population and with the generous support and help of 
the large Lithuanian population of Chicago. In 1939 
these Sisters assumed the direction of the old Frances 
E. Willard Hospital, renaming it Loretto Hospital. 

While this order of Sisters is one of the youngest in 
the field of Catholic hospital activity, it has developed 
its activities in this field most successfully. Holy Cross 
Hospital now is approved by the American College of 
Surgeons. Loretto Hospital also has achieved this distinc- 
tion in the short period of three years. This hospital 
functions with a staff of graduate nurses and has also 
received the approval of the American Medical Associa- 
tion for its internships. It serves a highly congested dis- 
trict in Chicago much in need of hospital service. The 
capacity of this hospital is 125 beds and 37 bassinets. 
It renders a general service. It is well equipped and has 
an excellent medical staff. Sister M. Stephanie, R.N., is 
the Sister Superior and Superintendent. 


FRANK CUNEO HOSPITAL 


In the extension of Catholic hospital activity, the 
Missionary Sisters of the Sacred Heart of Jesus, par- 
ticularly well known because of the affection in which 
Blessed Mother Frances Cabrini is regarded, have added 
another hospital to the many which this group of Sisters 
conduct throughout the world. In the United States from 
1895 to the present these Sisters have established seven 
hospitals, the last of these hospitals being the Frank 
Cuneo Hospital, formerly the old Lakeview Hospital, at 
4420 Clarendon Avenue in Chicago. 

The influence of these Sisters has been widespread not 
only in Chicago, but they have been active also in New 
York, Philadelphia, and Seattle. Originating in Italy, 
these Sisters have extended their labors not only to the 
United States, but also to France, England, Spain, China, 
and India. 

Offering a general service, this hospital can care for 
100 patients and 30 infants. In addition to the usual 
diagnostic and therapeutic departments, an out-patient 
service will also be available. 
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HIS EXCELLENCY, THE MOST REVEREND JOSEPH CHARBONNEAU, 
ARCHBISHOP OF MONTREAL 
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The Tercentenary of the Hotel-Dieu of Montreal 
1642-1942 


The Event We Celebrate 

JEANNE MANCE, Maisonneuve, Dauversiere, 
Madame de Bullion, these names may not be as fa- 
miliar to us as the names of rulers and regents, gen- 
erals and statesmen, of North America but in the true 
history of men they have nevertheless reached much 
further into human destinies than have deeds of 
prowess or valor or acts and decisions of government. 
For these names recall to us not merely the founda- 
tion of a city, a social movement, an economic venture, 
a pioneering endeavor but also an expression of cul- 
ture, of civilization, and of religion in a pristine 
wilderness, in the midst of uncultured and untutored 
Indians in a land scarcely known to the European 
mind and to those who built the traditions of our 
Christian era. 

As one begins a pilgrimage of the history of Mon- 
treal depicted in Gospellike simplicity in the stained- 
glass windows of the Church of Notre Dame on the 
Place d’Armes, one begins with the heroic deed of 
Maisonneuve carrying the Cross to the height of the 
mountain, at the foot and on the sides of which is now 
built the magnificent city of Montreal. At his side 
walks meditatively but majestically, the greatest 
female figure of the early pioneering days of North 
America, Jeanne Mance, whose true greatness still 
awaits that full revelation which history is yet under 
obligations to reveal. And in far off France, Dauver- 
siere and Madame de Bullion prayed and labored with 
heart and hand to support those who were planting 
the Cross of Christ on a mountain top of Nouvelle 
France while winning new lands for the King of 
France. They labored, it is true, for the Cross and the 
Fleur de Lis but be it noted, they would not have 
labored for the Fleur de Lis unless they labored at 
the same time for the Cross and for Him who hung 
thereon. 

Three hundred years have passed since Jeanne 
Mance established the first hospital in the newly or- 
ganized Ville Marie, the future Montreal. The four 
beds which constituted the first hospital ward have 
developed into the six-hundred-bed Hotel-Dieu of 
today and the ten hospitals in Canada and nine in 
the United States conducted at present by the Hos- 
pitallers of St. Joseph. At the historical focal point of 
three hundred years ago, these institutions and the 
Sisters who labor in them, look with reverence upon 
the figure of one who was not a Religious and yet 
is a model for Religious; who was not a nurse and 
yet is an exemplar for nurses, who was not a states- 
man nor a civic administrator nor a social worker in 
our sense and yet is a model for the statesman, the 
civic administrator, and the social worker of our own 


time. For she it was who has placed the stamp of her 
womanly greatness, of her heroic sanctity, of her un- 
stinted self-sacrifice upon the early history of Canada 
and has imbued that history of discovery, of pioneer- 
ing endeavor and of cultural expansion with the 
sweetness, the charm, and the beauty that can be de- 
rived only from a personality such as hers in its in- 
fluence upon the rugged and stern rigor of such ven- 
tures into the wilderness. 

The tercentenary of the founding of Montreal and’ 
of the Hotel-Dieu has a far-reaching significance in 
the history of North America. Inviting as the topic 
is, we cannot here devote space to the meaning, even 
the present-day meaning, of the founding of Mon- 
treal. We are concerned rather with the founding of 
the second oldest hospital within the present confines 
of Canada, for that matter, of the second oldest hos- 
pital of North America exclusive of those of Mexico. 
For from Montreal there have emanated influences 
which have stimulated the creAtion of other hospitals. 
More far reaching, however, than all of this is the 
influence in the spiritual order that permeates over 
the continent and has affected hospital history in our 
two countries to an extent little realized by the fac- 
tual historian and appreciable only to him who can 
see beneath the mere appearance of things. 


The Religious Hospitallers of St. Joseph 


Intimately bound up with the history of Hotel-Dieu 
is, of course, the history of the American foundation 
of the Religious Hospitallers of St. Joseph. Though, 
strictly speaking, not founded in Canada but rather 
at La Fleche, France, only twelve years before the 
foundation of Montreal, nevertheless, the Hospitallers 
were founded for the express purpose of undertaking 
missionary work and the care of the sick in the vast 
regions of Nouvelle France. It was Jeanne Mance 
who laid the foundations upon which the Hospitallers 
of St. Joseph were able shortly after to continue the 
work which she began. She is in all truth, therefore, 
the American foundress of that Sisterhood. In the 
tercentenary, therefore, of Montreal, not only must 
the tercentenary of the founding of the Hotel-Dieu 
be included but also the tercentenary of the American 
activity of Jeanne Mance and the tercentenary of the 
Sister Hospitallers. 

The activity of the Religious Hospitallers of St. 
Joseph in our two countries embraces practically the 
entire period of the history of this Order for they 
were founded scarcely twelve years before the coming 
of Jeanne Mance and her companions to Montreal. 
After the founding of the Hotel-Dieu, more than two 
hundred years elapsed before the Religious Hospital- 
lers undertook a second foundation, that of the Hotel- 
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HOTEL DIEU DE MONTREAL, MONTREAL, QUEBEC, CANADA 
THE SECOND HOSPITAL IN CANADA AND THE UNITED STATES, FOUNDED BY JEANNE MANCE AND CONTINUED BY 
THE RELIGIOUS HOSPITALLERS OF ST. JOSEPH, THE TERCENTENARY OF WHICH IS BEING OBSERVED ON JUNE 21 
AND 22 IN MONTREAL 


Dieu of Kingston, Ontario, in 1845. Then followed in 
relatively rapid succession, the foundation of the Ho- 
tel-Dieu, Chatham, New Brunswick, in 1865; of the 
Hospital in St. Basile, New Brunswick, in 1873; of 
the Hospital in Arthabaska, Quebec, in 1884; of two 
Hospitals, one at Campbellton, New Brunswick, and 
one at Windsor, Ontario, in 1888; of two Hospitals 
in the last decade of the past century, one at Tracadie, 
New Brunswick, in 1890 and another at Cornwall, 
Ontario, in 1897. The growth of this Sisterhood in 
Canada during this period was truly phenomenal. 
Thirty-four years later in 1931, the last of the Ca- 
nadian foundations of this Sisterhood was established 
at Valle Lourdes, New Brunswick. 

The history of the Sisterhood in the United States 
is a considerably later development. It is true that 
the Fanny Allen Hospital, of Winooski, Vt., was 
founded in the past century, namely, 1894, but all 
the other hospital foundations of the Order in the 
United States are creations of the present century. 
St. Bernard’s Hospital, in Chicago, was founded in 
1903 and the Hotel-Dieu at Polson, Mont., in 1916. 
During the twenties, three hospitals were established 
in this country, St. Joseph’s Hospital, of Hartford, 
Wis., in 1920; Bishop de Goesbriand Hospital, Burl- 
ington, Vt., in 1924; and the Community Hospital, 
of New London, Wis., in 1926. During the thirties, 
three other institutions were founded: the Langlade 
County Memorial Hospital, Antigo, Wis., in 1933; 
St. George’s Hospital, Chicago, IIll., in 1939; and, 


most recently, the Hotel-Dieu, of Van Buren, Me. 
also in 1939. 

The history of the growth of this remarkable con- 
munity can, therefore, be said to be divisible into 
two periods, one in which the Sisterhood extended its 
activities in Canada, which period embraces all the 
two and a half centuries from the foundation of the 
Hotel-Dieu, of Montreal, to the year 1900 and the 
second period in which the institutions of the United 
States were developed which extends practically from 
1900 to the present. 

The remarkable capacity for growth particularly in 
these past four decades of which this brief history 
gives such abundant evidence, must be traceable in- 
herently to the spirit of those who conceived the 
structure of this Order. It is a story of a development 
which is as full of evidences of the remarkable guid- 
ance of Providence as of human progressiveness, 
alertness, and executive vigor. 

Anyone who has read Sister Helen Morrissey’s life 
of Fanny Allen, after whom the Fanny Allen Memo- 
rial Hospital is named, or J. K. Foran’s Jeanne M ance, 
or the recent history of the Hotel-Dieu, L’Hotel-Diew, 
cannot but be impressed with the thought that the 
Religious Hospitallers drew their vigor from the rich 
soil of their early history. 


The Meeting in Montreal 


It was the wish of the Sister members of the Cath- 
olic Hospital Association to participate in an adequate 
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manner in the celebration of the Montreal tercenten- 
ary. The coming of war, however, rendered inadvisable 
the carrying out of the magnificent plans which had 
been developed for the celebration so that the religious 
celebration only was thought to be feasible. This was 
held recently in the week of May 17; the time, how- 
ever, gave the Sisters of the Catholic Hospital Asso- 
ciation no opportunity for the manifestation of that 
revard which they wish to express on so auspicious 
and important an occasion. A further complication 
arose from the fact that, due to the war, travel be- 
tween the two countries has become increasingly diffi- 
cult so that it was feared that the participation of 
the Sisters of Canada in the forthcoming Convention 
in Chicago would prove to be necessarily very small. 
All of these circumstances together led to the con- 
clusion to hold a special meeting of the Canadian 
Catholic hospitals in Montreal. An occasion seemed 
to be almost prepared for such a meeting since the 
meeting of the Canadian Nurses’ Association in which 
the Canadian Sisters participate in great numbers was 
planned for the days immediately following the Chi- 
cago Convention of our own Association. Accordingly, 
a special meeting of the Canadian Catholic hospitals, 
the first of its kind ever to be held, was announced 
for Sunday and Monday, June 21 and 22. The meet- 
ing, we hope, will prove to be a memorable event. 


‘His Excellency, the Most Reverend Joseph Charbon- 


neau, Archbishop of Montreal, graciously invited the 
Association to meet in Montreal and promised him- 
self to celebrate Pontifical Mass in the Church of 
Notre Dame and to address the assembled Sisters bi- 
lingually. Surely no prince of the Church could have 
been more gracious and generous in his attitude and 
the Association rejoices in the favor thus shown by 
His Excellency. 

The formal program on Sunday afternoon will be 
held at the College of Montreal, an institution and a 
building venerable in its traditions, conducted by the 
Sulpician Fathers whose history in Canada is so in- 
timately intertwined with that of the Hospitallers of 
St. Joseph and whose work in the evangelization of 
Canada, in the education of the clergy, in the expan- 
sion and intensification of Catholic welfare activity, 
forms one of the glorious chapters not only of Ca- 
nadian Catholic history but also of the history of the 
Catholic clergy throughout the world. The visit of our 
Association to the venerable College of Montreal 
which dates back almost to the beginnings of the 
founding of Montreal, will undoubtedly prove to be 
one of the outstanding events of the Montreal 
meeting. 

His Excellency, Bishop Lawrence P. Whelan, Aux- 
iliary Bishop of Montreal, will preside at the opening 
meeting. The opening address will be delivered by 
the President of the Association and the Sisters will 
be welcomed by the Right Reverend Rector of the 
University of Montreal, Right Reverend Monsignor O. 
Maurault, P.S.S., and by His Worship, Mayor Ad- 
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hemar Reynault, of Montreal. There will follow two 
historical papers dealing with the founding of Mon- 
treal by the Reverend Leon Pouliot, S.J., and one on 
the subsequent history of Montreal by Mr. Murray 
sallantyne. Reverend Mother Allard, the Superior of 
the Hotel-Dieu, will review the history of the time- 
honored institution over which she now has the privi- 
lege and honor of presiding. It is hoped that His Ex- 
cellency, Bishop Whelan may favor the Association 
with a concluding address. Subsequent to the after- 
noon meeting, there will be Benediction of the Most 
Blessed Sacrament in the Chapel of the College, this 
in turn to be followed by dinner for the Sisters in the 
institution itself and later on by a drama play in the 
auditorium of the College presented by the nurses of 
the Hotel-Dieu. 

The meetings of the second day, Monday, June 22, 
will all be held in the auditorium of the Montreal 
Botanical Garden amidst surroundings which are 
justifiably regarded as inspiring and distinguished for 


TOWERS ON THE GROUNDS OF THE COLLEGE OF MONTREAL USED IN THE EARLY 
DAYS AS A DEFENSE AGAINST THE INDIANS. MONTREAL, QUEBEC, CANADA 


COLLEGE OF MONTREAL, MONTREAL, QUEBEC, CANADA 
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beauty and attractiveness. The morning session will 
be a general meeting and will be devoted entirely to 
the subject of Civilian Defense. The discussion will 
be opened by the Reverend D. A. McGowan, Superin- 
tendent, St. Ejizabeth’s Hospital, Brighton, Mass., 
who will deliver a talk on “Hospital Administration 
for Wartime Service.” This general paper will be fol- 
lowed by two papers, the first dealing with “The 
Preparation of Technical and Professional Personnel 
for Wartime Service” and the second with “The Pro- 
gram of the Air Raid Precaution and Civilian Passive 
Defense.” These papers will be presented respectively 
by Colonel Louis Petitclerc, of the Hotel-Dieu de 
Quebec, and by Dr. Robert J. Manion, Director, Civil 
Air Raid Precaution of Ottawa. 

During the fitst part of the afternoon, the Sisters 
will be divided into two sections, an English and a 
French section. In both sections, “The Relation of 
the Voluntary Hospitals to the Government” will be 
treated, in the French section by the Reverend Emile 
Bouvier, S.J., of the Immaculate Conception College, 
of Montreal, and in the English section by Dr. O. C. 
Trainor, of the Misericordia Hospital, of Winnipeg. 
In the French section, moreover, Sister M. Berthe 
Dorais, of St. Boniface Hospital, St. Boniface, Mani- 
toba, will discuss the “Hospital Annual Financial Re- 
turns” and in the English section, Sister Mary Kath- 
leen, of St. Michael’s Hospital, Toronto, will discuss 
“The Central School of Nursing.” After these papers, 
the two sections will again unite for a bi-lingual meet- 
ing in which brief summaries of the preceding meetings 
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will be given in French and in English by Father 
Victorin Germain and by Father Alexander. Carter. 
Vice-Chancellor, respectively. The Very Reverend 
Monsignor Phillippe Perrier will then deliver an ad- 
dress on “Jeanne Mance, the Model of the Catholic 
Nurse of Canada and the United States.” After this 
meeting, the Sisters will adjourn to visit the Hotel- 
Dieu where, after a brief ceremony in front of the 
Hospital before the statue of Jeanne Mance, Bene. 
diction of the Most Blessed Sacrament will be given 
in the magnificent chapel of the institution whose ter- 
centenary we are celebrating. Two days of rejoicing 
and congratulations will conclude with a lawn party 
and supper tendered to the visiting Sisters by the 
Religious Hospitallers of the Hotel-Dieu. 

From this brief summary of the program, it jis 
abundantly apparent how significant this meeting 
should prove to be. At a time like this particularly, 
when our two countries are united in a common en- 
deavor, this meeting should accomplish much not only 
to effect an even greater spirit of understanding in 
our organization but also should achieve much for 
that international unity which has been so intimately 
fostered traditionally during the entire history of our 
Association. 


















ee eee a 


de] Someta Ce 


M: 





JEANNE MANCE 


, 1942 


‘ather 
arter, 
erend 
n ad- 
tholic 
r this 
Lotel- 
f the 
Bene- 
given 
e ter- 
icing 
party 
y the 


it is 
eting 
larly, 
n en- 
only 
1g in 
1 for 
ately 
f our 


May, 1942 


The Executive Board of the Catholic Hospital As- 
sociation will attend the celebration in a body and it 
is hoped that all of the Reverend Fathers and the 
Sisters of the Board may find it possible to attend. 
During these two days, an effort will be made to hold 
at least one meeting of the Canadian Advisory Board 
with the Executive Board of the Association and, 
furthermore, to hold a meeting of the Council on 
Nursing Education for Canada with the Executive 
Board thus to intensify the deep interest which the 
Executive Board has always manifested in the special 
problems and interests of the Canadian Catholic 
hospitals. 


Our Gratitude and Congratulations 

Beyond all of this, it is the hope of the Association 
that the Sisters of the Canadian hospitals who take 
part in this celebration may derive from their visit, 
that wealth of inspiration which the magnificent his- 
tory of the Hotel-Dieu with its three hundred years 
of unbroken service can communicate to all of the 
Catholic institutions of these two lands. The continued 
existence of the Hotel-Dieu, its truly wonderful suc- 
cess, its stupendous record of service, the diffusion of 
its spiritual influence, all of this offers incontrovertible 
evidence that it is possible to unite pre-eminence in 
professional service and welfare activity with the 
deepest spirituality. The Hotel-Dieu, therefore stands 
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as a monument to the integration in the life of the 
nun, in the life of the Catholic nurse, of faith, and 
professional service. It stands as a demonstration of 
the reality of the influence of Catholic belief, of Cath- 
olic spirituality, and of Catholic piety, upon the ele- 
vation of excellence in science and welfare. We who 
expect to visit the Hotel-Dieu expect too, to derive 
from this celebration something of the daring re- 
sourcefulness, the steadfastness, the unquestioning 
faith, the ardent devotion to duty, of her who saw 
the vision of the Cross planted upon the heights of 
Mount Royal in a wilderness afar off from the centers 
of refinement and culture in which she had spent her 
early life, but who saw also in that same vision, the 
thousands of devoted Sisters who would care for many 
more thousands of suffering men and women through 
the centuries during which her work would endure. 
We wish to draw the inspiration from this celebration 
of looking upon the figure of Jeanne Mance as the 
exemplar of the American nurse, an exemplar as dis- 
tinguished for the vividness of her faith and the in- 
tensity of her piety as she was for the self-sacrifice 
of her care of the sick and the saintly prudence of her 
administration. 

The members of the Executive Board of the Cath- 
olic Hospital Association extend herewith their most 
ardent congratulations to the Superiors and Sisters 
of the Hotel-Dieu de Montreal. — A. M.S., S.J. 


Special Meeting of the Canadian Catholic Hospitals 


PROGRAM — DAY BY DAY 


PROGRAM EVENTS OF SUNDAY, JUNE 21 


11:00 a.m. 

Pontifical Mass 
1:00 p.m. 

Lunch 
2:00-5:00 p.m. 

General Meeting (Bilingual) 
5:30 p.m. 

Solemn Benediction of the Most Blessed Sacrament 
6:00 p.m. 

Supper 
7:00 p.m. 

Entertainment 





Sunday Morning, June 21, 1942 
Pontifical Mass — Church of Notre Dame, Place d’Armes, 
Montreal, Quebec, Canada 
11:00 o'clock 
(Eastern War Time) 
Celebrant: 
His Excellency, The Most Reverend Joseph Charbonneau, D.D., 
Archbishop of Montreal 
Sermon: 
His Excellency, The Most Reverend Joseph Charbonneau, D.D. 
Assistant Priest: 
The Reverend Alphonse M. Schwitalla, S.J., 
President, Catholic Hospital Association of the United States 
and Canada, St. Louis, Missouri 
Deacon of Honor: 
The Reverend Simeon Charron, Chaplain, 
Hopital Ste-Justine, Montreal, Quebec 


Deacon of Honor: 
The. Reverend E. Lepine, p.s.s., 
Chaplain, Hotel-Dieu of Montreal 
Deacon of Office: 
The Reverend Joseph S. McCowell, 
Adviser, Canadian Advisory Board, Hamilton, Ontario 
Sub-Deacon of Office: 
The Reverend Joseph Gravel, 0.m.i., 
University of Ottawa, Ottawa, Ontario 
Master of Ceremonies: 
The Reverend Paul Touchette 
Montreal, Quebec 
Attendants at the Pontifical Mass: 
Acolytes of Church of Notre Dame 
Choir: 
Choir of Church of Notre Dame 





Sunday Afternoon, June 21 
GENERAL MEETING (BILINGUAL) 
College of Montreal 
2:00-5:00 o'clock 
(Eastern War Time) 
PRESIDING OFFICER 
His Excellency, The Most Reverend Lawrence P. Whelan, 
Auxiliary Bishop of Montreal, Quebec, Canada 
Opening Address: Catholic Hospitals in Canada 
The Reverend Alphonse M. Schwitalla, S.J 
President of the Association 
Welcome to the University 
The Right Reverend Monsignor O. Maurault, p.s.s., 
Rector of the University of Montreal 
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Welcome to Montreal 
His Worship, Mayor Adhemar Raynault, 
Montreal, Quebec, Canada 
The Founding of Montreal 
The Reverend Leon Pouliot, S.J., College Sainte-Marie, 
Montreal, Quebec, Canada 
A Historical Résumé of Montreal 
Mr. Murray Ballantyne, 
Editor, Catholic Register of Montreal. 
Greetings from the Canadian Hospital Sisters 
Mother Allaire, Grey Nunnery, Montreal, Quebec, Canada 
Reverend Mother Margaret, Chairman, Canadian Advisory 
Board, Toronto, Ontario, Canada 
Hotel-Dieu of Montreal 
Reverend Mother Allard, Superior 
Conclusion 
His Excellency, The Most Reverend Lawrence P. Whelan 





Sunday Evening, June 21 
College of Montreal 
6:00 o’clock 
(Eastern War Time) 
Supper 
7 230 o'clock 
(Eastern War Time) 
PRESIDING 
His Excellency, The Most Reverend Joseph Conrad Chaumont, 
Auxiliary Bishop of Montreal 
Historical Pageant 
Nurses and Student Nurses of Hotel-Dieu of Montreal 





PROGRAM EVENTS OF MONDAY, JUNE 22 


9:30 a.m. 
General Meeting (Bilingual) 
1:00 p.m. 
Lunch 
2:00-5:00 p.m. 
Sectional Meetings 
English Section 
French Section 
5:00 p.m. 
General Meeting 
6:30 p.m. 
Benediction of the Most Blessed Sacrament 
7:00 p.m. 
Supper 





Monday Morning, June 22 
GENERAL MEETING (BILINGUAL) 
Montreal Botanical Garden 
9:30 o’clock 
(Eastern War Time) 
Theme: Civilian Defense 
PRESIDING OFFICER 
Dr. Adelard Groulx, Director, 
Medical Services, Civilian Protection Committee, 
Montreal, Quebec, Canada 
Hospital Administration for Wartime Service 
The Reverend D. A. McGowan, Superintendent, 
St. Elizabeth’s Hospital, Brighton, Massachusetts 
The Preparation of Technical and Professional Personnel for 
Wartime Service 
Colonel Louis Petitclerc, M.D., 
Hotel-Dieu de Quebec, Quebec, Quebec, Canada 
The Program of the Air Raid Precaution and Civilian 
Passive Defense 
Dr. Robert J. Manion, Director, 
Civil Air Raid Precautions, 
Ottawa, Ontario, Canada 
Conclusion 
The President 
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Monday Afternoon, June 22 
SECTIONAL MEETINGS 
Montreal Botanical Garden 
2:00-5:00 o'clock 
(Eastern War Time) 
ENGLISH SECTION 
PRESIDING OFFICER 
Donald Hingston, M.D., 
St. Mary’s Memorial Hospital, Montreal, Quebec, Canada 
The Central School of Nursing 
Sister Mary Kathleen, R.N., B.S., Director, 
St. Michael’s Hospital School of Nursing, 
Toronto, Ontario, Canada 
The Relation of the Voluntary Hospitals to the Governmeni 
O. C. Trainor, M. D., 
Misericordia General Hospital, 
Winnipeg, Manitoba, Canada 
Interpreter: 
The Reverend Victorin Germain 





FRENCH SECTION 
PRESIDING OFFICER 
Oscar Mercier, M.D., 
Hotei-Dieu of Montreal, Montreal, Quebec, Canada 
Hospital Annual Financial Returns 
Sister M. Berthe Dorais, s.g.m., 
St-Boniface Hospital, St-Boniface, Manitoba, Canada 
The Relation of the Voluntary Hospitals to the Government 
The Reverend Emile Bouvier, S.J., 
Immaculate Conception College, Montreal, Quebec, Canada 
Interpreter: 
The Reverend Alexander Carter, 
Vice-Chancellor, Archdiocese of Montreal 





Monday Afternoon, June 22 
GENERAL MEETING 
Montreal Botanical Garden 
5:00 o’clock 
(Eastern War Time) 
PRESIDING OFFICER 
The Reverend Alphonse M. Schwitalla, S.J. 
Brief Summary in French 
The Reverend Victorin. Germain 
Brief Summary in English 
The Reverend Alexander Carter, Vice-Chancellor 
Jeanne Mance, Model of the Catholic Nurse of Canada and 
the United States 
(English and French) 
The Very Reverend Monsignor Phillippe Perrier 
Vicar-General, Archdiocese of Montreal 
Adjournment 
The Reverend Alphonse M. Schwitalla, S.J., President 





Monday Evening, June 22 
Hotel-Dieu of Montreal 
6:30 o'clock 
(Eastern War Time) 
Benediction of the Most Blessed Sacrament 


7:00 o'clock 
(Eastern War Time) 
Lawn Party and Supper 
Placing of Wreath at the Monument of Jeanne Mance 


May, 1942 





“> 





circu 
as m 

Fe 
pain 
arro\ 
in F 
some 
man} 
instr 
pital: 
meet 
wilde 
behir 
Mon 
often 
helpe 
the c 
of the 
wood 
an 01 
chari 
Chur 
body 
or th 
withi: 

La 
ture, 
medic 
appes 
“Hote 
the cc 
books 
and s 
tions 





The History of Hotel-Dieu De Saint Joseph 
in Montreal, Quebec, Canada 


III. Trials of the First Hospital 


AUTHOR’S NOTE: The two articles already pub- 
lished in this series related the circumstances and events 
which brought about the founding of Hotel-Dieu 
Hospital and Ville Marie, as the City of Montreal was 
then called. Monsieur de Maisonneuve, Jeanne Mance, 
and the first group of settlers had—after a winter in 
Quebec — finally reached the Island of Montreal. They 
found it well suited to their courageous plan of creating 
a Christian settlement of French and Indians, which 
could serve as an advance base for further missionary 
work to be carried into the interior of Canada. 


THE first “hospital” within the walls of the 
fort had just been completed and the Indians, in the 
Spring of 1643 had begun their sporadic attacks upon 
the settlement. Jeanne Mance, the “Angel of the Col- 
ony,” as they called her, had started on her difficult 
task of nursing friend and foe in a manner and under 
circumstances which deserve our greatest admiration, 
as nurses and hospital administrators. 

For the first time Jeanne Mance felt the burning 
pain of her soldier patients, wounded by the poisoned 
arrows of the Iroquois. The plague and other diseases 
in France, which filled the hospitals in Paris, had 
somewhat prepared her for the worst. But over there, 
many doctors and nurses with “proper” training and 
instruments, and above all, within well heated hos- 
pitals, could combine their efforts and knowledge to 
meet any emergency. What a contrast! Here in the 
wilderness, where the water often froze on the table, 
behind a very hastily erected fence, at the foot of 
Mont Royal, there were carried to her bleeding and 
often fatally injured patients. Jeanne Mance and her 
helpers — the women of the first settlement — hearing 
the cries for help, immediately rushed out of the doors 
of the newly constructed hospital, which was a separate 
wooden structure, about 60 by 24 ft., connected with 
an oratory built of stone. Then and there, practical 
charity and real sacrifice intimately united with the 
Church as one great force, healing and comforting 
body and soul. The physical size of the two buildings 
or their appearance did not matter. Alone the action 
within held the answer to Life or Death! 

La Compagnie de Montreal had sent some furni- 
ture, beds, and other equipment with much needed 
medical supplies for our heroine, so that soon even in 
appearance everybody could recognize the place as a 
“Hotel-Dieu,” or House of God. The small crosses in 
the corners and near the beds, the rosaries and prayer 
books brought from’ France, provided great comfort 
and strength, and the strong smell of cleansing solu- 
tions together with the spotless, white linen indicated 
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Mr. Charles Gerard* 


“professional care.” Large marble mortars with heavy 
pestles, which were used for grinding and mixing herbs 
and drugs, could not fail but impress the Governor 
and other high dignitaries from Quebec, visiting the 
Island from time to time. Some of these old containers 
can still be seen in Hotel-Dieu’s historical collection. 


A Balanced Diet 


Its stables filled with two oxen, three cows, and 
twenty sheep, donated by “La Compagnie,” increased 
the new hospital’s independence in no small degree. 
For proper and wholesome food, drink, and shelter 
were even then considered of prime importance to the 
efficient functioning of a complete hospital service. 
Its meals may not have had the final touch of a learned 
dietitian as in our days, but they surely were popular 
for their tastiness and “generous quantities.” It must 
have been a nicely balanced menu, if we judge by the 
long list of supplies which each boat brought for 
Jeanne Mance. No wonder that until not so long ago 
Hotel-Dieu’s fame amongst the poor and hungry was 
based upon two outstanding facts: good food served 
generously and a hearty welcome to the sick and suf- 
fering. There were no charges or bills for patients. 
The administrator’s system of economy and the char- 
itable hand of Madame du Bullion looked after that 
part of the “cure.” 

The permanent danger from the Iroquois necessi- 
tated —during day and night—a military watch 
around the hospital. Under such conditions life in 
the first Hotel-Dieu became in every respect a com- 
munity affair. 

Soldiers on watch became part of the personnel, 
their wives and sweethearts helped too, whenever they 
were needed. The tolling of the small bell (which is 
still in the possession of Hotel-Dieu) arousing the 
community to danger or telling them of the passing 
of one of their friends, could be heard in each block- 
house. And with it started a series of questions, mostly 
answered by those who asked them. “For whom is 
that?” “Is it a fire?” “Are the savages back again?” 
These three simple, direct questions dominated for 
many years the life of the young colony. Hardly had 
a settler started out into the woods to find a new 
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opening where he could begin plowing, when the 
shrill war cries of the Indians would tell the soldiers 
in Ville Marie that their comrade was either wounded 
or killed. 

An Emergency 

On such a day, about the year 1652, our first hos- 
pital on the Island of Montreal resembled a very 
busy place. Shall you and I once more return in spirit 
to Ville Marie and mingle with the crowd which as- 
sembles just now in front of the main entrance to 
the hospital ? 

Look at their faces, hard and grim. There are by 
now more women than men. Nearly all of the latter 
are still out helping the soldiers. The shooting is not 
so far off; very likely just behind the hill which can 
be seen from where we and about twenty-five women 
and children stand. The gate of the outer fence is 
still closed, but the soldiers nearby are preparing for 
the return of a wounded comrade. We can see it. 
They run back and forth from the hospital to the 
one corner, near the tower which guards the fence 
where a sort of “field ambulance station” has hastily 
been erected. There they take bandages and linen 
sheets, water and blankets from the storeroom of the 
hospital. A few minutes later we hear the crowd whis- 
pering: She is coming! Can you see her? There they 
go! 

Jeanne is just going over with her hands full of 
small bottles and instruments, following Jean Pouppe, 
the Monsieur le docteur of the hospital, who had a 
few minutes earlier — at the sound of the bell — in- 
terrupted his usual visit to the sick in the block- 
houses of the settlement. It is 10 a. m. Everybody in 
Ville Marie is busy and most of its inhabitants are 
near the hospital, looking anxiously over its surround- 
ing fence, watching the expected arrival of some of 
the wounded men. Of course, by now it is clear that 
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the attackers were many more in numbers than at 
first presumed. The Governor, M. de Maisonneuve. 
prepared Jeanne Mance and Dr. Pouppe with the 
words: “It will be a hard day for you.” The crowd, 
in the meantime, is getting nervous. No sign of the 
men yet? No, is the answer. The women mention the 
name Major Lambert Closse, and we can see how 
their faces radiate with new hope. “Yes, he has gone 
immediately,” said one of the watch. 

It was he who defended the hospital so gallantly 
on July 26, 1651, when two hundred Iroquois attacked 
it. He was outnumbered — 200 to 16—and had to 
fight from six o’clock in the morning till six at night, 
losing only one of his men. 

Unfortunately this great victory did not bring the 
long desired peace which was needed for the progres- 
sive development of the colony. On the contrary, it 
was after this battle that the hospital and all houses 
not within the walls of the fort had to be temporarily 
evacuated. 


Priest, Doctor, and Nurse 

The people around us know all about it. Their 
hope lies with Jeanne Mance and the doctor. These 
two appear somewhat worried but not confused. 
Everything is in readiness for the emergency. Even 
the hospital, which a few days before had been empty, 
was again prepared to receive patients. The priest, 
Father Ragueneau, in front of the small chapel, is 
about to join those waiting at the entrance of the 
outer wall. He knows that these men who live as 
Christians do not want to die without the comforting 
assistance of the Church. None are strangers to him. 
Ville Marie is too small, too Christian, and too much 
like one family to escape his kind attention. After 
all, it is the Church and the hospital, which created it. 
Many of these children whom we see and hear around 
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us, calling their parents or crying for hunger and fear, 
were baptized by him, with Jeanne Mance as god- 
mother. She knows each one of them by name, for 
mos! likely she assisted at their birth. 

So. while brave soldiers protected their fellow men, 
anc defended their newly won farmlands, however 
sma'! they were, these women, under the: leadership 
of ‘eanne Mance, united for action at a moment’s 
noi'-e to help nurse and dress their wounds. 

Suddenly a loud military command from one of 
the -oldiers tells us that the gate will be opened and 
tha! all of us should look for shelter in case the poi- 
soned arrows follow our wounded and therefore re- 
treating men. We can plainly see two bleeding faces 
creeping down the small path which leads to the gate. 
One seems to be that of our Huron convert, who so 
faithfully stands by our side, and the other is soon 
recognized by his wife, who is waiting with us for 
his safe return. Between them, wrapped in an over- 
coat, they carry a seemingly lifeless bundle. Is it the 
missing settler who first met the Iroquois that day? 
The doctor signals for more help and soon all of us 
do something; kindle fires for more hot water, bring 
our reserves of liquor and wine, even help the men 
as soon as they approach the gates, reaching safety. 


A Fallen Hero 

Now they are with us. Their dying comrade is still 
able to pray with Father while the others lie moaning 
and bleeding under the tree until the first dressings 
are applied. Jeanne Mance works fast. Hardly has 
Jean Pouppe removed the last splinters from the ar- 
rows when she, with her delicate hands, starts gently 
washing and cleansing the wounds. The dressing is 
about to begin. With motherly care she covers each 
cut until at last her patient feels that she has done 
her part. One of the two men is carried home by 
friends, the other into the hospital and the third, 
their beloved comrade in arms and fellow at the plow, 
is dead. There was no help for him, except Father’s 
praying hand. His scalp was cut and his eyes and face 
savagely burned with a torch. He was the first one 
they treated, but still too late. His body is later re- 
moved to the chapel, where we all pay homage to a 
hero and friend who gave his life in our defense. 

The others return in the afternoon and three more 
have to stay in the hospital after a “field_dressing.” 
Short!y before the bell tolls for vespers, its slow and 
solemn voice rings out in woe for the fallen son of 
Ville \farie. Jeanne Mance, the Governor, and many 
other: who had worked and fought with him, pray 
for his soul. 

The women and children have gone home with their 
tired musketeers. Within and around the hospital 
peace as returned. We too return to our blockhouse 
and discuss on our way home the events of the closing 
day. \nother attack was beaten off. 

Life in the settlement varied greatly, depending 
upon the season and the new crews which La Com- 
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CARING FOR THE WOUNDED INDIANS 


pagnie could send from France. It was not all gloom, 
as some sources have pictured it. In fact, the good 
humor and the wine imported from France helped a 
great deal in strengthening the morale of these first 
pioneers. 


Sunday Gatherings 

Apart from the joyful arrival of ships, there was a 
rather well developed social activity. Sunday, more 
than any other day in the week, saw the colonists 
exchanging visits and ideas, be it in front of their 
homes or on the banks of the St. Lawrence River, 
wherever they had decided upon, after Mass, in the 
morning. Holy Mass and those ‘little chats in front 
of the church door determined the program for their 
Sunday. Jeanne Mance, as usual, saw many of her 
friends or was once more accepting the re-ponsibility 
of a godmother. Small groups of men not far from 
the church — we may presume they were in a respect- 
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ful distance from their priest —talked very loudly 
about his official announcement made in front of the 
church right after Mass. It contained news from 
France and he spoke of some changes within the col- 
ony itself. There was work to be done on the fort, 
and some houses which the Indians had burned down, 
had to be rebuilt. All this was part of a service which 
the priest, as a true Father of the settlement, had to 
perform. He directed the activities and thoughts of 
his sheep and they in turn trusted him, realizing that 
his experience and goodwill were the key to their own 
happiness. Without this all-round leadership of the 
Church, we can safely assume Montreal would never 
have become the largest city of Canada. 

The courage and wisdom shown by the priests and 
other administrators of the colony was bound to make 
a favorable impression upon the members of “La Com- 
pagnie” in France and all those who at times became 
doubtful and pessimistic regarding the real purpose 
and success of the settlement. As a matter of fact, 
whenever there was such a crisis, Jeanne Mance her- 
self, as cofoundress of Ville Marie and its first lady, 
who, together with the Governor, Monsieur de Maison- 
neuve, not only decided questions pertaining to her 
hospital but the whole new colony, saw to it that a 
solution was found. The health of her settlers was 
naturally her first concern, but she also cared for 
their social and economic problems. She co-ordinated 
the various responsible forces, and bought with her 
own funds necessities which those pioneers needed in 
order to stay in Ville Marie. When once in 1649 some 
discrediting rumors about Ville Marie circulated in 
Quebec and France, Jeanne Mance did not wait for 
authorities at home to deny them, but went straight 
to their source. From Quebec, without further delay, 
she sailed for France, where she met Madame de Bul- 
lion and a mere handful of other loyal members of 
“La Compagnie,” led by Monsieur de la Dauversiere. 
Baron de Renty had died on April 24, 1649, at the 
age of 37. The situation was indeed grave. The exist- 
ence of Ville Marie (Montreal) and her hospital de- 
pended upon the outcome of her visit. Her objectives 
were: a reorganization of the “home front,” composed 
of the “Associates of our Lady” (Associes de Notre 
Dame) who remained faithful to their pledged cause, 
and a meeting with Madame de Bullion, whose loyalty 
could never be doubted. She wanted to give her a full 
explanation’ of her work and the progress of the 
hospital. 

On March 21, 1650, the said Society was reorganized 
and Monsieur Olier became its director, while Mon- 
sieur Seguier was officially appointed its secretary. 
The heavy burden of “Procureur” or general manager 
was still left upon the shoulders of Monsieur Le Royer 
de la Dauversiere. Jeanne Mance’s energetic appeal 
for more members and greater sacrifices was not in 
vain. Soon new funds were secured. Madame de Bul- 
lion readily gave more than ever before and La Com- 
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pagnie too—on March 8, 1650—- donated 200 acres 
of land on the Island of Montreal to Hotel-Dieu. 

In addition to these successes, Jeanne Mance on 
the 28th of October, 1650, arrived at Ville Marie with 
a solemn and — for the future of her colony — most 
important promise from Monsieur Olier. He had told 
her that as soon as, in her opinion, the time was op. 
portune, he would send some of his priests to Mon. 
treal. 

With her came a few men who knew how to clear 
land and some girls who could help her in the hospital. 
This additional help and also a large amount of am- 
munition became especially important on such days 
as we have described before, when the Indians de. 
scended upon the colony with torch and arrov. 
Neither Major Lambert Closse nor the other heroes 
after him could have been successful without the re- 
inforcements and material means which Jeanne Mance 
alone could secure from France. 

Her work and her word were Madame de Bullion’s 
only security for the many thousands of pounds which 
she gave to the hospital. 


The Colony Is Saved 


During the summer of 1651, the attacks of the 
Iroquois became very fierce. The defenders lost many 
men and it was obvious that the Indians were pre- 
paring themselves for an all-out assault in the near 
future. The only solution was: another trip to France 
by the Governor, to appeal for more soldiers for the 
defense. To raise more recruits, Monsieur de Maison- 
neuve needed a large sum of money and also some 
time. There were neither funds nor very much time 
left to save the settlement. Everybody except Jeanne 
Mance considered the chances for a successful sur- 
vival of the young colony as very slight. Monsieur de 
Maisonneuve, when leaving for France on November 
5, 1651, left little hope with Jeanne for his return. 
He knew perhaps more about the difficulties of get- 
ting new recruits, and to find a hundred of them was 
certainly no easy task. But here again we see Jeanne 
Mance successfully playing her part as “Mother of 
the Colony,” in the best interests of Ville Marie and 
Hotel-Dieu. Seeing the danger so clearly, she did not 
hesitate to give Monsieur de Maisonneuve 22,000 
pounds which were actually funds entrusted to her 
for Hotel-Dieu. Without this generous and, as events 
later showed, wise action, which involved a certain 
amount of independence and courage on Jeanne’s part, 
no reinforcements would have reached Montreal in 
time to save the settlement. Apart from these 22,000 
pounds, Madame de Bullion, who, of course, gladly 
approved her decision, donated another 20,000 pounds 
for the same cause when the Governor of Montreal 
visited her upon his arrival in France. In this way the 
money needed for the security of Montreal was raised. 
Recruiting could begin and, thanks to the untiring 
efforts of Monsieur de la Dauversiere, this too ended 
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satisfactorily, although it took longer than expected 
by Jeanne Mance and Major Lambert Closse, who 
replaced Monsieur de Maisonneuve during the latter’s 
absence. 

On September 22, 1653, our heroine welcomed the 
Governor and his party upon his arrival in Quebec. 
With him came also Marguerite Bourgeoys, who be- 
came not only a very intimate friend of Jeanne Mance, 
but the first and unforgettable school teacher of Nou- 
velle France. 

Now, life once more could continue in Ville Marie 
with new hope for everybody. Soon the first “real” 
hospital became too small. Casualties, accidents and 
in general the growth of the colony made an increas- 
ingly greater demand upon Jeanne Mance’s charitable 
services than at first anticipated. So, in the spring of 
1654 another hospital, the second Hotel-Dieu, was 
built and occupied by Jeanne Mance. This building, 
constructed of wood, plaster, and stone, measured 
about 80 ft. in length, was 30 ft. wide, and 20 ft. high. 

About the same time (1654) the construction of a 
new church, close to the hospital, was also begun. 
Two years later, the name of St. Joseph, in whose 
honor the cornerstone was laid, appeared more than 
ever before as the center of devotion and prayer within 
its walls. 

Life became more peaceful in Ville Marie, its in- 
habitants, always loyal to God and their devoted 
leaders of Church and State, developed the land which 
for years had been their field of battle with the Iro- 
quois. Monsieur de Maisonneuve ceded Jeanne Mance 
more land in recognition of her kindness in having 
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twice saved Ville Marie, and the hospital continued 
its march of progress without serious interruption, 
except for the danger of fires from surrounding houses. 

Spiritually, the new settlement grew beyond all 
expectations, when we take into consideration the 
primitive and dangerous roads and waters which those 
first missionaries of the Church had to travel. Their 
courage and daring will forever remain a true example 
of Christian leadership. 


Spiritual Leaders 


Jeanne Mance and Monsieur de Maisonneuve soon 
felt that this was the best time for Monsieur Olier 
to realize his own spiritual plans for the Island of 
Montreal. Their desire to have his Saint-Sulpician 
Fathers in Ville Marie developed rapidly into a for- 
mal request, when Jeanne Mance heard of their Supe- 
rior’s sickness. Her personal letter to Monsieur Olier, 
however, brought no immediate result. She was equally 
anxious to have the Hospitallers of St. Joseph, who, 
in the meantime, prepared themselves in La Fleche, 
come to Canada, so that God’s divine plan could be 
carried out while she was still able actively to assist. 

In our next and last article of this series we shall 
see how all visions of the New Colony as experienced 
by Monsieur Olier, Mlle. Mance, and Monsieur de la 
Dauversiere were realized. Hotel-Dieu’s Hospitallers 
of St. Joseph and the Saint-Sulpician Fathers not only 
arrived in Ville Marie shortly afterward, but are up 
to this very day carrying on the work of the first 
pioneers. 


Regulations Governing Grants to Hospitals for 
Establishing Reserves of Blood Plasma 


Issued by Federal Security Agency, U. S. 
Public Health Service, April 17, 1942 


WHEREAS: on April 11, 1942, there was allotted 
from the “Emergency Fund for the President” to the 
United States Public Health Service the amount of 
$292,500, “to be expended by said Public Health Serv- 
ice in connection with emergencies affecting the na- 
tional security and defense for procuring and estab- 
lishing either independently or, subject to regulations 
to be promulgated by the Surgeon General, by grants 
to public and private hospitals located not more than 
300 miles from ocean or Gulf Coast, reserves of liquid, 
frozen, or dry.blood plasma or serum albumin for the 
treatment of casualties resulting from enemy action,” 
the following regulations are promulgated to govern 
the administration of this allotment: 


Section I. Eligibility for Grants 


Preference shall be given to hospitals serving com- 
munities whose geographical location implies a likeli- 


hood of civilian casualties from enemy action, and 
which are inadequately equipped to handle such 
casualties. 

To be eligible for a grant a public or private hospital 
located not more than 300 miles from ocean or Gulf 
Coast* shall: 

1. Have a capacity of not less than 200 beds, exclu- 
sive of bassinets, provided that two or more smaller 
hospitals totaling 200 beds may submit a cooperative 
project designating one of the participating hospitals 
as the grantee; 

2. Be on the approved list of the American College 
of Surgeons and the Hospital Register of the American 
Medical Association ; 

3. Have on the professional staff a physician whose 


*The maximum grant for one hospital is $2,000. The Appropriation Act 
for the fiscal year 1943 may not limit grants to hospitals within this 
geographical area. 
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qualifications are the equivalent of those required by 
the American Board of Pathology for its diplomats. 


Section II. Approval of Plans 


A grant shall cover a period of not more than twelve 


months following the approval of the plan, or not 
beyond June 30, 1943, and may be used only for the 
purchase of equipment necessary for the preparation 
of liquid or frozen plasma, reconditioning or minor 
alterations of existing quarters, necessary travel and 
subsistence allowance of $6 per diem to cover a 
training period, if required, of not more than one 
week, for the physician directing the blood plasma 
project, and temporary salaries of personnel necessary 
for the establishment of a blood and plasma project. 

A hospital desiring to receive a grant shall submit 
a plan to the Chief Medical Officer, Office of Civilian 
Defense, who is authorized to receive such plans on 
behalf of the Surgeon General of the United States 
Public Health Service. A plan shall contain the fol- 
lowing information: 

1. The number of hospital beds classified according 
to use; 

2. The name and qualifications of the physician 
who will direct the plasma project ; 

3. Description of present blood and plasma project, 
if any; 

4. The type and amount of plasma reserves which 
the institution desires to prepare ; 

5. The delivered price of equipment necessary to 
complete the existing facilities for preparing such 
plasma — such items to be numbered and described 
in accordance with the equipment inventory in “A 
Manual on Citrated Normal Human Blood Plasma,” 
issued by the Office of Civilian Defense, or equivalent 
approved substitute equipment ; 

6. The materials or labor, if any, needed for adapt- 
ing existing quarters to the needs of the blood plasma 
project ; 

7. The salaries, if any, to be paid additional per- 
sonnel until the plasma reserve has been prepared. 
Salary items shall also show the proposed periods of 
employment for each individual and the proposed 
monthly rates of pay. 

When a plan is recommended by the Chief Medical 
Officer of the Office of Civilian Defense for the ap- 
proval of the Surgeon General, the hospital will be 
furnished a budget and acceptance form to be signed, 
notarized, and returned to the Chief Medical Officer, 
Office of Civilian Defense. 


Section III. Conditions of Grants 


1. The hospital shall agree to build up a plasma 
reserve of at least one unit per bed within three 
months after delivery of the necessary equipment. A 
unit of plasma is that amount derived from 500 cc. of 
citrated whole blood, consisting of about 250 cc. of 
liquid plasma ; 

2. The agreed amount of plasma reserve shall be 
maintained for use without charge and only for treat- 
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ment of casualties caused by enemy action. The 
reserve shall be released for use in other local hos. 
pitals for this purpose on order of the local Chief of 
Emergency Medical Service and for transfer within 
the State on order of the State Chief Emergency 
Medical Service, or transfer from one State to another 
on the order of the Regional Medical Officer, Office of 
Civilian Defense ; ; 

3. Liquid plasma shall be kept from being out- 
dated by replacement of older by newer plasma. Re- 
placed units may be utilized for current needs of the 
hospital in the treatment of its regular patients, pro- 
vided the plasma reserve shall not be allowed to fall 
below the stated minimum; 

4. All plasma shall be prepared in accordance with 
manuals of the Office of Civilian Defense prepared 
by the Subcommittee on Blood Substitutes of the 
National Research Council ; 

5. The hospital shall agree to continue the plasma 
project for its current needs after the expiration of 
the Federal Grant and to maintain for the duration 
of the war the minimum stated reserve; thereafter 
the reserve may be used by the hospital without 
restriction ; 

6. A record shall be kept of all blood donors, in- 
cluding their blood types, to expedite obtaining donors 
for emergencies ; 

7. No funds made available under the grant shall 
be used for the payment of blood donors; 

8. Any blood plasma project under this program 
shall be subject to inspection by authorized repre- 
sentatives of the Surgeon General of the Public Health 
Service. 


Section TV. Method of Payment 


Payments will be made on a reimbursement basis 
for expenditures made in accordance with the ap- 
proved budget. Applications for reimbursement shall 
be notarized and addressed to the Chief Medical Off- 
cer, Office of Civilian Defense. The procedure for 
payment will be as follows: 

1. Payments from the allotment to cover the pur- 
chases of non-expendable equipment aggregating $300 
or more will be paid upon receipt from the authorized 
administrative head and accounting officer of the hos- 
pital, of an itemized statement of the purchases sup- 
ported by invoices showing the date of delivery of 
such equipment ; 

2. Payment will be made for the authorized train- 
ing expenses of the physician who is to direct the 
blood plasma project whenever the hospital presents 
a notarized claim itemizing the travel and per-diem 
allowance incident to the training; 

3. Reimbursement for other items of the approved 
budget will begin only after actual production of 
blood plasma is started. During the first three months 
of production, reimbursement will be made on 4 
monthly basis and quarterly thereafter for the dura 
tion of the grant. Such reimbursement will be made 
only upon receipt of a report form prescribed by the 
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Surgeon General from the institution showing ex- 
penditures incurred during the period, total plasma 
prepared during the month, and the total reserve on 
hand to date; 

4. Payments may be withheld, and plasma produced 
as part of this project may be transferred by the 
Surgeon General, from any hospital which fails to 
meet the conditions of the grant or to comply with 
the regulations ; 
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5. Each hospital shall submit monthly reports dur- 
ing the period of the grant showing the amounts of 
plasma on hand and used; thereafter, for the duration 
of the war the hospital shall submit such reports 
quarterly on its use of the plasma; 

6. Hospitals shall submit promptly reports includ- 
ing clinical abstracts of any untoward experiences 
encountered in the use of plasma for the duration 
of the war. 





CHEMISTRY AWARDS 

Two Win Awards of $1,000 Each. Two $1,000 awards for 
outstanding achievements in chemistry were awarded recently 
at the American Chemical Society meetings. 

Dr. Earl Allison Evans, Jr., 32-year-old associate professor 
of biochemistry at the University of Chicago, was the re- 
cipient of the Eli Lilly award in biological chemistry. His 
research “revolutionizes thinking about the role of carbon 
dioxide in the animal body.” 

The Borden prize in chemistry of milk went to Dr. George 
E. Holm, biochemist of the Bureau of Dairy Industry, U. S. 
Department of Agriculture. 


COMMERCIAL RECOMMENDATION FOR 
ILLUMINATION 


The standards given below measured in foot candles of 
light for various work areas are recent recommendations 
based on findings and observations by the Westinghouse 
Lamp Division, Bloomfield, N. J. Supplementary informa- 
tion on the amount of light needed for various tasks will be 
supplied by the Lamp Division upon request. 

The Westinghouse engineers state that the standards 
recommended are based upon the scientific fact that existing 
foot candle levels should be at least doubled if measurable 
and significant improvements in seeing are to result. They 


give full weight to the improvements in old light sources, the 
high efficiencies of the new, and the downward trend of 
lighting costs as a result of these improvements. 


In Hospitals 


Corridors 5, laboratories 30, lobby and reception room 20, 
operating room (general) 50, operating table (major opera- 
tions) 1000, and (minor operations) 200, private rooms and 
wards (local illumination) 30. 


In Professional Offices 


Waiting rooms 20, consulting rooms 30, examination rooms 
(local illumination) 100, dental chairs (local illumination) 
200. 

In Schools 

Auditoriums 10, class and study rooms (desk and black- 
board) 30, laboratories (general) 30, close work (local 
illumination) 50, lecture rooms (general) 20, special exhibits 
and demonstrations (local illumination) 50, sewing room 
(local illumination) 100. 


Practical Work of Catholic Welfare 
The Catholic Welfare Association of El Paso, Tex., has 
provided adequate clinical and hospital facilities for mothers 
and infants of the low-income group through funds collected 
among the Catholic people of the city. 
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The San Jose Clinic, occupying the lower floor of the 
Catholic Welfare Building, houses facilities for prenatal and 
pediatric medical examinations. Saint Joseph’s Maternity, on 
the grounds of Hotel Dieu Hospital, is a concrete, modern 
fireproof, air-conditioned building with a capacity of 20 beds 
provided with the latest equipment for obstetrical care. On 
March 19, the Catholic Welfare Association presented St. 
Joseph’s Maternity to the Daughters of Charity of St. 
Vincent de Paul who conduct Hotel Dieu Hospital. 

A fee of $25 is requested for the combined service of the 
clinic and the hospital. This fee may be paid in installments. 
From this sum, $10 is allotted as a fee to the doctor. 

Under the supervision of a pediatrician, the out-patient 
department also extends medical service to sick children from 
families in the low-income brackets and provides immuniza- 
tion against childhood diseases for preschool children. Any 
child requiring hospitalization is cared for free at Hotel Dieu 
in charge of the Sisters of Charity. 

Physicians for Canal Zone 

Physicians are needed urgently at the Panama Canal. The 
U. S. Civil Service Commission announces that the entrance 
salary is $4,000 a year with free transportation from port 
of embarkation. 

Requirements are graduation from a Class A medical school 
subsequent to May 1, 1920, and the usual year of internship 
before or after graduation. The physicians must be less than 
50 years old; ages from 25 to 35 years preferred. 

Further information and application forms may be obtained 
at any first- or second-class post office or from the U. S. 
Civil Service Commission, Washington, D. C. 

President of Chaplains’ Conference Transferred 

Rev. James E. Shevlin, president of the chaplains’ con- 
ference of the Catholic Hospital Association since its incep- 
tion, after 7 years of service as chaplain of Oak Park Hospital, 
Oak Park, Ill., has recently been transferred to the chaplaincy 
of Columbus Hospital of Chicago. As senior hospital chaplain 
of the Archdiocese of Chicago, Father Shevlin has been most 
active in the work of the hospital chaplains throughout the 
United States and Canada. 

To Father Shevlin sincere congratulations are in order on 
his promotion to a new and wider field of labor. 

California 

Physicians Are Hospital Guests. Sixty-five physicians of 
Fresno were guests of St. Agnes Hospital at a dinner in the 
Hotel Fresno. Dr. K. F. Sharp, president of the hospital 
staff, presided and Msgr. James G. Dowling was toastmaster. 
Rev. Richard T. Howley, director of Catholic hospitals of 
the archdiocese of San Francisco, delivered an address on 
“Moral Principles in Medical Practice” and Dr. H. A. Randel 
discussed “As the Doctor Sees It.” Dr. L. R. Nielson, presi- 
dent of the Fresno County Medical Society, extended greet- 
ings from the society. Women of the St. Agnes Hospital 
Guild received the guests. 

Archbishop Confers Diplomas. Archbishop Mitty conferred 
diplomas upon the graduating nurses of Providence Hospital 
School of Nursing, Oakland. The ceremony was held on April 
26 in the hospital chapel, and Rev. Gerald J. Geary delivered 
the graduation sermon. 

42 Graduates. The 42 seniors of St. Mary’s Hospital Col- 
lege of Nursing, San Francisco, received their diplomas on 
April 19 from Archbishop Mitty. Rev. George O’Meara, 
pastor of St. Raphael’s Church at San Rafael, gave the 
commencement address. The student nurses’ choir chanted 
under the direction of Rev. Edgar Boyle. 


Colorado 


New Guild Officers. The Hospital Guild of St. Anthony’s 
Hospital, Denver, recently held election of officers. Mrs. W. 
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C. Kimmins is the new president and Sister M. Benedicta, 
superintendent of the hospital, was elected first vice-president, 
A new board of directors also was elected. The guild accom- 
plished much during the past year, and recently purchased a 
resuscitator (complete with 116 V.A.C.) for the maternity 
department. Sister Benedicta organized the guild three years 
ago, and it has a present membership of 77 ladies. 


Connecticut 


Bishop Praises Sisters. When Most Rev. Maurice F. 
McAuliffe, D.D., bishop of the Diocese of Hartford, dedicated 
the new residence and administration building of the Convent 
of Mary Immaculate, mother house of the Sisters of St. 
Joseph, at West Hartford, he spoke words of tribute to the 
Sisters for their work throughout the world and particularly 
in his diocese. “Here in Connecticut,” he said, “they maintain 
two Class-A hospitals and will soon staff another hospital in 
Stamford. They not only serve the sick but they send out 
year after year hundreds of nurses, trained in the ideal of 
mercy, to carry the works of mercy to the ends of the earth, 
They teach our young in the elementary and high school 
grades, care for the orphan, and share in the meritorious 
work of training young men for the priesthood. No one can 
measure the debt of gratitude we owe them.” 

The new building, which was begun in October, 1940, is of 
Georgian colonial design and contains offices and _ living 
quarters for 120 nuns. 

Hospital Being Enlarged. The Hospital of St. Raphael, 
New Haven, will soon be able to accommodate 400 patients. 
This increase in bed capacity will be brought about by the 
completion of a modern, six-story structure, which will be 
ready for occupancy in August. A completely new surgical 
division will occupy the sixth floor. Wards, semi-private, and 
private rooms for surgical, medical, and maternity patients 
will take up four other floors. The first story will contain the 
administrative department, the social-service section, and a 
large department for children. The total cost will be more 
than $1,500,000. A large part of this investment is financed 
by mortgage and the remainder by public subscription. The 
hospital is in the care of the Sisters of Charity of St. 
Elizabeth. 

Illinois 

Annex to be Five Stories Tall. The Sisters of Divine 
Providence at St. Elizabeth’s Hospital, Granite City, have 
formally accepted a $115,000 federal grant for an addition 
to the hospital. The grant, smaller than originally sought in 
order to relieve the overcrowded conditions at St. Elizabeth’s, 
will add about 25 rooms and 36 beds, the preliminary archi- 
tect’s plans disclosed. 

Army Hospital Being Reactivated. The United States 
Army General Hospital Unit No. 108, which saw action in 
France in World War I, is being reactivated under the spon- 
sorship of the Loyola University Medical School, Chicago. 

The staff of the unit will consist of 57 doctors, all gradu- 
ates of Loyola, 120 nurses from Mercy Hospital, university 
hospital of Loyola, and from the six hospitals affiliated with 
the school of nursing — St. Bernard’s, St. Elizabeth’s, Colum- 
bus, St. Anne’s, Oak Park, and St. Francis’. The Army will 
supply 500 enlisted men. 

Alumni Association to Celebrate. The Alumni Association 
of St. Elizabeth’s Hospital School of Nursing, Chicago, will 
celebrate their silver jubilee anniversary on May 26. An 
evening program will be rendered including music by the 
band of St. Michael’s School and speeches by the former 
directors of nursing. A “March of Time” will be staged in 
which members of the association will model the various 
caps and uniforms that were worn since the school of nursing 
was established. A banquet will be given and the graduating 
class of 1942 will be the guests of honor. This school of 
nursing is a unit of Loyola University School of Nursing: 
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National Nursing Organizations to Meet. On Monday eve- 
ning. May 18, 10,000 registered nurses from all parts of the 
country will gather in the Coliseum in Chicago for the Joint 
Opening Session of the National Biennial Nursing Conven- 
tion. Those present, who will represent the American Nurses’ 
Association, the National League of Nursing Education, and 
the National Organization for Public Health Nursing, will 
affirm their readiness to serve our nation whenever and 
wherever they may be needed. Miss Julia C. Stimson, R.N., 
president of the American Nurses’ Association, which has a 
membership of 178,000 registered nurses, and also chairman 
of the National Nursing Council for War Service, will preside 
at the meeting at which the keynote of the convention 
“Nursing at the Nation’s Service” will be sounded. 

The principal speakers at the Joint Opening Session will be 
Dr. Thomas Parran, surgeon-general of the United States 
Public Health Service, and Miss Marion G. Howell, R.N., 
chairman of the Government’s Subcommittee on Nursing 
and dean of the Frances Payne Bolton School of Nursing, 
Western Reserve University, Cleveland, Ohio; they will pre- 
sent the health needs and the nursing needs of the nation. 
A response for all nurses will be given by Alta E. Dines, R.N., 
director of the Department of Educational Nursing, Com- 
munity Service Society of New York and also chairman of 
the Nursing Advisory Committee of the American Red Cross. 

A brief address of welcome will be extended by Miss Sarah 
Daily, R.N., of Decatur, president of the Illinois State 
Nurses’ Association. Miss Grace Ross, director of Nursing 
Service of the Detroit Department of Health and president 
of the National Organization for Public Health Nursing, will 
respond to the welcome. Greetings on behalf of the Canadian 
Nurses’ Association will be extended by Miss Kathleen Ellis, 
professor of nursing at the University of Saskatchewan, a 
special guest to the convention. Bishop Emest Lynn Waldorf 
of the Methodist Church in Chicago will give the invocation. 
Music will be provided by the chorus of the Augustana 
Hospital School of Nursing under the direction of Mr. Harry 
T. Carlson. 

Nursery Renovated. The nursery unit of Mother Cabrini 
Memorial Hospital, Chicago, has been renovated, and 20 
plastic, individually equipped cribs have been added. 

Commencement in June. On June 2 the annual commence- 
ment exercises of Mother Cabrini Memorial Hospital School 
of Nursing, Chicago, will be held, at which time 16 seniors 
will receive diplomas. Also, 14 graduate nurses will be given 
first-aid certificates from the Red Cross. 

Hospital Nuns’ Anniversary. On May 21 the order of 


NURSES AND PATIENTS IN THE REMODELED DIVISION OF 
PEDIATRICS AT ST. JOSEPH’S HOSPITAL, LEWISTON, IDAHO 
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Missionary Sisters of the Sacred Heart of Mother Cabrini 
Memorial Hospital, Chicago, will celebrate their golden 
jubilee of religious life. Special homage will be paid to Rev. 
Superior Mother Claver and to Sister Lucida Nocera on the 
occasion of their golden anniversary in the religious life, and 
to Sister Assunta Scandelli for her silver anniversary. A 
cablegram already received from Rome extends our Holy 
Father’s felicitations and blessings to Mother Claver. It was 
the late Blessed Mother Frances Xavier Cabrini who called 
these Sisters through our Lord, and who taught theni the 
ways of Christian perfection by her example. 

The program in the morning will consist of a community 
Mass and a solemn high Mass, with music furnished by the 
chcir of Sacred Heart Seminary. Most Rev. William D. 
O’Brien, D.D., auxiliary bishop of Chicago, will preside. In 
the afternoon there will be open house, a musical program, 
and an executive committee address. Refreshments will be 
served during the reception. 

Construct Life-Size Model. Mr. George Meisinger, an 
extern of Alexian Brothers’ Hospital in Chicago, and Mr. 
Eugene Kupjack who is known for his work on the famous 
Tkorne miniature rooms, have constructed a life-size func- 
tional model that has cost them approximately $200 and 
about 600 hours of time. The model is a reproduction in 
minute detail of the essential parts of the human circulatory 
system. The organs are made of rubber and papier-maché 
and look very real. 

The model was first publicly displayed in the lobby of 
Alexian Brothers’ Hospital. It was next displayed at the 
Balaban and Katz Television Studio of the Chicago Theater 
where Mr. Meisinger inaugurated the educational program 
of that station, and used the model in his illustrated lecture 
on anatomy and physiology of the human body. The model 
was also displayed at the recent National Tuberculosis Con- 
vention held in Philadelphia. A private showing may be 
arranged by contacting Mr. George Meisinger at the hospital. 

Mr. Meisinger has been associated with Alexian Brothers’ 
Hospital for the past four years and at the present time is 
a senior medical student at Loyola University School of 
Medicine. Mr. Kupjack is presently making models to be 
used by the Red Cross and allied groups for teaching pur- 
poses in first aid and care of the wounded. 

Active, Growing Auxiliary. The Women’s Auxiliary of 
Alexian Brothers’ Hospital, Chicago, has a present member- 
ship of 1000. Throughout the hospital the activities of the 
members are reflected: ten private rooms have been re- 
furnished and six de luxe suites have been completely recon- 
ditioned. They purchased and donated the bassinets, cribs, 
scales, linens, toys, books, children’s furniture, and acces- 
sories that equip the present children’s quarters. Because 
more boys and infants are applying for admittance, the 
ladies are furthering their assistance in this department; they 
are going forward in making plans to install additional facili- 
ties in existing wards which will aid in the care and comfort 
of the boys. 

The auxiliary is also active in training its own members 
for direct service to the sick and injured. Twenty-one 
members are enrolled in the Red Cross First Aid Course for 
Civilian Defense under the direction of Dr. Michael Serio. 

Foundation Smoker. Members and prospective members 
of the Hospital Foundation of Alexian Brothers’ Hospital, 
Chicago, held a smoker at the Lake Shore Club on March 26. 
Brother Silverius, comptroller, read the financial report of 
the hospital for the past year and also outlined the various 
achievements that were made possible through the generosity 
and cooperation of the members of this organization. A 
buffet supper and refreshments were served, and a program 
was given during the evening. 

On April 8 election of officers was held at the annual 
meeting of the board of directors of the hospital foundation. 
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“The Alexian.” The Brothers of Alexian Brothers’ Hos- 
pital, Chicago, are publishing a monthly magazine that 
contains activities of the hospital and its auxiliary units. The 
first issue appeared in January. Publication of the small maga- 
zine is made possible through the Alexian Brothers’ Hospital 
Foundation. 

Interesting Visitors. Recently four doctors from Central 
America and Old Mexico visited Alexian Brothers’ Hospital 
in Chicago. The doctors are now in Chicago taking a special 
course in physical therapy at Northwestern University School 
of Medicine. They are: Dr. Luis Galvez Molina, a graduate of 
the University of Barcelona in Spain, who is now associated 
with the University of Guatemala; he holds the position of 
military surgeon in the Guatemala Army. Dr. Juan M. Funes, 
a graduate of the University of Guatemala and also a military 
surgeon in the Guatemala Army, who is in charge of Northern 
Hospital, Coban Alfa Verapaz. Dr. Jose Gonzales Varela, 
who holds the rank of major and is connected with the 
Medical Military School of Mexico City, and is a resident 
physician in the neurological service of Military Central 
Hospital of Mexico City. Dr. Leopoldo Melgar Pacchiano, 
who is also a major in the Mexican Army and a graduate of 
the Medical Military School of Mexico City, and a resident 
physician in the orthopedic service of Military Central 
Hospital. 

Dr. John S. Coulter, associate professor of physical therapy 
at Northwestern University, is host to these doctors during 
their stay in Chicago. He took them to Alexian Brothers’ 
Hospital for demonstrations and a tour of the institution. 

Possibilities of St. John’s as Base Hospital. After a con- 
ference between Rev. J. L. Gatton, director of Emergency 
Health Service at St. John’s Hospital in Springfield, and Dr. 
Herbert L. Pettitt, emergency medical coordinator of the 
Illinois State Council of Defense, Father Gatton carried 
through the suggestion of making a survey of the exact and 
possible bed capacity of St. John’s Hospital in case it must 
be used as a government base hospital. In the survey that 
Father Gatton submitted, he states: “Potentially, St. John’s 
has a bed capacity of 1075 beds. In ordinary times the total 
normal capacity is 671, with a flexibility of 181 additional 
beds for a normal total capacity of 852 beds. Added to this 
total in event of an emergency would be 173 more beds in 
our emergency hospital, embracing two solariums and the 
Rita Club, swelling the total to 1025. Finally, there remains 
the possibility of removing all chronic patients from St. 
John’s to our orthopedic hospital, situated at our sanitarium 
grounds outside the city. This would produce a grand total 
of 1075 beds, or enough to take care of every seventy-fifth 
person in Springfield. 

“Just as enlightening and more timely and competent is 
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the enormous availability of the equipment and facilities ‘or 
surgical, operating, laboratory, physiotherapy, dietet cs. 
X-ray, and blood-plasma work. This survey clearly and sub- 
stantially indicates that the capacity of St. John’s Hosy*tal 
could be increased to the above-mentioned total of 1075 br ds, 
and still give each patient the proper care and effic ent 
attention in a manner compatible with the modern requ:re- 
ments and demands of present-day scientific medicine. x. 
ample of the above-stated availability is the comple ely 
equipped physical-therapy department, one of the very ‘ew 
in the United States. 

“In keeping with your thought, we are making ano‘her 
survey of the extra beds and other supplies we have on hand 
to handle the bed increase. Naturally, we could not keep a 
stock of extra equipment sufficiently large to take care of 
the total increase. Your governmental help would be necessary 
to cope with such a situation. Nurses and maids to care for 
such a large influx of patients would also be difficult to 
obtain without your assistance. Miss Maude Carson, R.N., 
who has been appointed by Governor Green as chief of the 
Division of Public Health Nursing of the State, has promised 
to aid in obtaining nurses if there be a need. Secondary 
helpers, I believe, could be obtained easily from volunteers 
in this community, since there are many who are engaged in 
some sort of training and who are desirous of serving their 
country in some capacity or another. This would provide an 
admirable opportunity for them to manifest that desire. 

“T will send you a report of the supplies on hand and those 
needed when it is finished. St. John’s Hospital is very con- 
scious of its tremendous responsibility, first to the people of 
our community, and secondly, to the nation as a whole. | 
can readily assure you that our entire organization and per- 
sonnel has been, and is now, rapidly being geared for an 
all-out acceptance of any job that we might be called upon 
to undertake.” 

The Civilian Defense Emergency Health Service at St. 
John’s Hospital is operating under the Illinois State Council 
of Defense. Governor Dwight H. Green is chairman of the 
council, Mayor J. W. Kapp of Springfield is director of 
civilian defense, and Father Gatton is chief of the emergency 
health service. 


Indiana 
Red Cross Course Well Attended. Forty-seven people 
associated with St. Anthony’s Hospital, Terre Haute, are 
better prepared to participate in the defense program because 
they have completed the Red Cross course in emergency and 
first aid. The complete course consists of three units: the 


(Continued on page 28A) 
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THE NEW WING OF THE FRANCES SCHERVIER HOSPITAL, RIVERDALE, NEW YORK CITY. 
THE TOTAL BED CAPACITY OF THIS HOSPITAL IS NOW 372 
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CASTEX 
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Back on duty.. 
days ahead / 


URNING “lost” hours into working hours 

is a valuable service that Castex Rigid Band- 
age renders daily—by helping more and more 
patients back to normal activity days ahead. 


Typical is a recent case history of a telephone 
operator whose arm had to be put in a cast. In 
plaster the weight of the cast was so tiring it pre- 
vented her early return to work. But when a cast 
of lightweight Castex was applied, she was able 
to resume her job at once. Vital hours were thus 


salvaged for the tremendous task of handling the 
85,000,000 telephone calls America now :nakes 
daily. 

Whatever the occupation of the patient—a strong, 
lightweight, water-proof Castex cast provides real 
assistance to early resumption of normal activities. 
Now when every working hour is sorely needed, 
application of an easily cleaned cast made with 
Castex Rigid Bandage is more than ever appre- 
ciated by your patients and their employers. 


LEWIS MANUFACTURING CO + BAUER & BLACK 


DIVISIONS OF THE KENDALL COMPANY 
2500 South Dearborn Street + Chicago, Illinois 


r 








RIGID BANDAGE 


Curity 





U. S. Pat. No. 2,218,844 


Trade-mark Reg. 
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Directory of Exhibitors at the 27th Annual 


Exhibitors 


Abbott Laboratories 
North Chicago, Illinois 


Advance Hospital Supply Co. 
Chicago, Illinois 


Convention of the C.H.A. 


Booth 


Number 


116 


American Hospital Supply Corp. 66 & 67 


Chicago, Illinois 


American Laundry Machinery Co. 


Cincinnati, Ohio 


American Safety Razor Corp. 
Brooklyn, New York 


American Sterilizer Co. 
Erie, Pennsylvania 


Applegate Chemical Co. 
Chicago, Illinois 


Armour and Co. 
Chicago, Illinois 


Bard-Parker Co., Inc. 
Danbury, Connecticut 


Bassick Co. 
Bridgeport, Connecticut 


Becton, Dickinson & Co. 
Rutherford, New Jersey 


Bruce Publishing Co. 
Milwaukee, Wisconsin 


Bruck’s Nurses Outfitting Co., 


New York, New York 


The Burdick Corp. 
Milton, Wisconsin 


Burrows Co. 
Chicago, Illinois 


Carrom Industries, Inc. 
Ludington, Michigan 


Wilmot Castle Co. 
Rochester, New York 


Exhibitors 


Citrus Concentrates 
Dunedin, Florida 


A. M. Clark & Co. 
Chicago, Illinois 


Clark Linen Co. 
Chicago, Illinois 


Clay-Adams Co. 
New York, New York 


Continental Hospital Service, Inc. 


Cleveland, Ohio 


Crane Co. 
Chicago, Illinois 


Crescent Surgical Sales Co. 
New York, New York 


Cutter Laboratories 
Chicago, Illinois 


John P. Daleiden Co. 
Chicago, Illinois 


F. A. Davis Co. 
Philadelphia, Pennsylvania 


R. B. Davis Co. 
Hoboken, New Jersey 


Davis & Geck, Inc. 
Brooklyn, New York 


J. A. Deknatel & Sons, Inc. 


Alphabetically Arranged 


Booth 
Number 


30 


107 & 108 


Y% of 95 


Queens Village, Long Island, N. Y. 


DePuy Manufacturing Co. 
Warsaw, Indiana 


E & J Manufacturing Co. 
Glendale, California 


Eastman Kodak Co. 
Rochester, New York 


Eichenlaubs 
Pittsburgh, Pennsylvania 


20A 


31, 32 & 33 


Exhibitors 


Eisele & Co. 


Nashville, Tennessee 


J. H. Emerson Co. 
Cambridge, Massachusetts 


Faultless Caster Corp. 
Evansville, Indiana 


J. B. Ford Sales Co. 
Wyandotte, Michigan 


General Elec. X-Ray Corp. 
Chicago, Illinois. 


General Foods Corp. 
New York, New York 


D. L. Gilbert Co. 
Columbus, Ohio 


Hanovia Chemical Co. 
Newark, New Jersey 


Harold Surgical Corp. 
New York, New York 


B. Herder Book Co. 
St. Louis, Missouri 


Hill-Rom Co. 
Batesville, Indiana 


Hillyard Chemical Co. 
St. Joseph, Missouri 


Holtzer-Cabot Electric Co. 
Boston, Massachusetts 


Hospital Liquids 
Chicago, Illinois 


Huntington Laboratories, Inc. 
Huntington, Indiana 


Ille Electric Corp. 
New York, New York 


Inland Bed Co. 
Chicago, Illinois 


Booth 
Number 


14 of 62 & 63 


(Continued on page 22A) 
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“Why settle for 75° when you can have $1.00?" 


It gives you something to think about when you compare the advantages of Nairn 
L inole “um with other floor materials. For Nairn Linoleum alone meets ail four of the basic 


specifications for the modern floor. 


1. EYE APPEAL—Unequalled beauty and wide variety of color offer unlimited freedom of 
design. Patterns that are Color Correlated—with each other and other decor: iting mateérials. 


2. LONGER WEAR— Nairn commercial linoleums not only meet, they exceed U. S. Govern- 


ooth 
amber ment specifications on every point. Built-in ruggedness that spells long-range economy. 
, | foe 3. RESILIENCE——(uiet, “foot-easy” Nairn Floors are sound absorbing, sound deadening . . . 
; ' reduce impact from falls. . . “comeback” with a minimum of marring after indentation. 
4. CLEANLINESS AND EASY MAINTENANCE—Qne-piece construction leaves no dirt-catching 
92 cracks and joints . . . reduces maintenance time and cost to a minimum. Positive 


germicidal properties. No splinters! No “dusting”! 
= \ Why be satisfied with a floor that gives you only two or three of these advantages—a 50% 
Rye) 7 5 
, ' or 75% value for your money? In times like these especially—it’s important to get 
“all 4°—100% for every dollar you spend—with Nairn Linoleum! 


115 ‘i EXTRA VALUE IN NAIRN WALL LINOLEUM, TOO. It lasts as long as the building. It won't fade, 
crack, discolor, stain or dent. And—with its amazing variety of patterns and colors —it 
offers more decorating possibilities than any other permanent wall material. Both Nairn Floor 


 & 63 and Wall Linoleum are fully guaranteed when installed in accordance with specifications. 


8 ‘ A : 
, FREE— 200 PAGE BOOK of installation aids and specifications — for hospital pur- 
chasing agents. Write on your letterhead to Congoleum-Nairn Inc., Kearny, N. J 


19 


121 
The “day room” of the Crippled Children’s Home in 
West Orange, N. J. has resilient, quietizing floors of 
36 Nairn Linoleum. Note one-piece cove base and border 
FLOORS AND WALLS where floor meets wall—an added sanitary feature. 


Nairn Linoleum — the floor that gives you “all 4” 
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~ Blue Cross 
rons Proto WITH BABY-SAN 


in 65% of America’s Nurseries 


WITHIN a few minutes after the baby’s birth, Baby-San 
acts to make life pleasant for the infant. 

Gently it emulsifies secretions and removes the vernix, 
leaving the skin free from possible pre-natal bacteria. 
Gently it cleanses ... gently it soothes by leaving a safety 
film of oil to guard tender skins against superficial dryness 
Or irritation. 

Only a few drops of Baby-San are required for a complete 
bath. No additional lubricants are needed. 

No other soap contributes more to the baby’s health than 
Baby-San—the choice today of 65% of the nation’s nurseries. 


THE HUNTINGTON <> LABORATORIES INC 


DENVER HUNTINGTON INDIANA ° TORONTO 


THE BABY-SAN DISPENSER 
The Baby-San Dispenser holds e 
one pint. Conserves soap sup- 
ply. Portable, easily sterilized. 


Furnished without any charge 


to quantity users of Baby-San. AMERICA’S FAVORITE BABY SOAP 











DIRECTORY OF EXHIBITORS 


(Continued from page 20A) 


Booth Booth Booth 
Exhibitors Number Exhibitors Number Exhibitors Number 


Jarvin & Jarvis 125, 126,127 & 128 Eli Lilly & Co. 1,2&3 Merck & Company, Inc. 129 
Palmer, Massachusetts Indianapolis, Indiana Rahway, New Jersey 


Johnson & Johnson J. B. Lippincott Co. ; Midland Chemical Laboratories, Inc. 
New Brunswick, New Jersey Philadelphia, Pennsylvania Dubuque, Iowa 


H. L. Judd Co. Macmillan Co. 3. Mission Dry Corp. 
New York, New York New York, New York Los Angeles, California 


Kelley-Koett Mfg. Co. 133, 134 & 135, Mallinckrodt Chemical Works C. V. Mosby Co. 
Covington, Kentucky St. Louis, Missouri St. Louis, Missouri 


Kellogg Co. Marvin-Neitzel Corp. r 4: Nestle’s Milk Products, Inc. 
Battle Creek, Michigan Troy, New York New York, New York 


Kenwood Mills McKesson Appliance Co. Ohio Chemical & Mfg. Co. 
Albany, New York Toledo, Ohio Cleveland, Ohio 


H. Kohnstamm & Co., Inc. Meinecke & Co. ‘ Oxygen Equipment and Service Co. 
Chicago, Illinois New York, New York Chicago, Illinois 


Lewis Mfg. Co. — Bauer & Black Mennen Co. | Parke, Davis & Co. 
Chicago, Illinois Newark, New Jersey Detroit, Michigan 
(Continued on page 25A) 





sooth 


uinber 


May, 1942 


with 


AMERICANAIRE 


ULTRAVIOLET GERMICIDAL UNITS 


Effective and surprisingly 
inexpensive weapons for combating 
infectious air-borne bacteria and viruses 


@ Hospital executives will be quick to appreciate the health 
conserving benefits of this timely, protective measure. Air 
sanitation means a lowered cross infection index ...a 
reduced incidence of infection in hospital personnel .. . 
less burden upon oft-too-limited hospital facilities. 

For the reconditioning of rooms or wards previously 
occupied by contagious cases, Americanaire Units offer 
time and efficiency advantages that can be computed in 


actual savings in dollars and cents. 


LOW-COST EFFICIENCY . . . che heynole 


The larger 36” Model UV-30 requires an electrical input 


J 


Americancire 30-watt and 
15-watt models today! 
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ea 


of only 30 watts to produce a germicidal UV output of 
4200-5000 milliwatts .. . 


efficiency. 


an achievement in low-cost 


The amazingly low operating cost, including electricity 
and lamp replacement expense, averages as little as a 
few cents a day per 1000 cubic feet of room volume. 

Americanaire Units do not require fans to draw air past 
the lamp and discharge it. Thermal circulation is sufficient 
to convey bacteria to within the disinfecting field. 


eS & 2 @ 


Ask your dealer or write us direct for descriptive literature. 


AMERICAN STERILIZER 
—. ae ERIE, PA. 
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Just Off the Press eee 


COMMUNICABLE 
DISEASE 
NURSING 


by THERESA I. LYNCH, R.N., Ed.D., Instruc- 
tor in Education, New York University; Former- 
ly Superintendent of Nurses and Director of 
Instruction, the Willard Parker Hospital, New 
Yerk. 

634 pages, 156 illustrations, 5 color plates. 
PRICE, $3.75 


This vital new text, just released, presents the 
subject of communicable disease nursing as it is 
taught in modern hospitals and as it may be 
practiced in both hospital and home. 


The diseases which come under discussion are 
those suggested by the Curriculum Guide. Since 
each of the five parts of the book is complete in 
itself, instructors may adapt them to suit their 
individual programs. Part I orients the student 
to the subject; Parts II, III, and IV describe the 
medical aspects and nursing care of communicable 
diseases; Part V is aligned with the trend toward 
integrating public health in the curriculum of 
the nursing school. 


Practical and thorough, Lynch’s “COMMUNI- 
CABLE DISEASE NURSING” simplifies the 
general instruction in this subject with a view to 
usefulness to student and instructor. 

















See these and 
other new MOSBY 


texts for nurses al 


booth No. 78 
CATHOLIC HOSPITAL ASSOCIATION MEETING, JUNE 9-15 


New Sixth Edition . . . 


PERSONAL AND 
COMMUNITY 
HEALTH 


by C. E. TURNER, A.M., Sc.D., Dr.P.H., Pro- 
fessor of Public Health in the Massachusetts 
Institute of Technology. 


~ 


Sixth Edition. 652 pages, 127 illustrations, 4 color 


plates. PRICE, $3.50 


The fact that “Personal and Community Health” 
now appears in a revised, enlarged sixth edition 
demonstrates the worth of this popular text to 
both instructor and student. As the Science 
Counselor comments, “Teachers in colleges and 
universities throughout the country, institutions 
of all sizes and types, have found Dr. Turner’s 
book useful enough to require it as a text in 
their classes.” 


The subject “hygiene is a science and it is 
handled as one” in this book. This is done by 
basing it on a science — normal physiology. The 
author addresses his idea to the student so as to 
make her feel hygiene is her own personal prob- 
lem rather than a disassociated one. 


Well illustrated, well arranged, and completely 
up-to-date, this new sixth edition, printed on 
eye-tone paper is an outstanding textbook for 
the school of nursing. 


May, 194? 








The C.V. MOSBY COMPANY=| 


Pine Boulevard 


SAINT LOUIS, MISSOURI 
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Booth 
Number 


(Continued from page 


Exhibitors 


The Pet Milk Co. 131 & 132 


St. Louis, Missouri 


Physicians’ Record Co. 
Chicago, Illinois 


Picker X-Ray Corp. 
New York, New York 


Pioneer Rubber Co. 
Willard, Ohio 


Pfaelzer Bros. 
Chicago, Illinois 


Prometheus Electric Corp. 
New York, New York 


Puritan Compressed Gas Corp. 
Kansas City, Missouri 


Rhoads & Co. 
Philadelphia, Pennsylvania 


Will Ross, Inc. 
Milwaukee, Wisconsin 


Leon S. Rundle & Sons 
Chicago, Illinois 


S. M. A. Corp. 
Chicago, Illinois 


St. Mary’s Woolen Mfg. Co 
St. Mary’s, Ohio 


W. B. Saunders Co. 
Philadelphia, Pennsylvania 


Scanlan-Morris Co. 
Madison, Wisconsin 


F, O. Schoedinger 
Columbus, Ohio 


Ad Seidel & Son 
Chicago, Illinois 


John Sexton & Co. 
Chicago, Illinois 


Sharp & Smith (A. S. Aloe & Co.) 
St. Louis, Missouri 


17& 18 


Simmons Co. 
Chicago, Illinois 


100 & 101 


J. Sklar Mfg. Co. 
Long Island City, New York 


Smith Drum Co. 
Philadelphia, Pennsylvania 
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Exhibitors 


Snowhite Garment Mfg. Co. 
Milwaukee, Wisconsin 


C. M. Sorensen Co., Inc. 
New York, New York 


E. R. Squibb & Sons 
New York City, New York 


Standard Apparel Co. 
Cleveland, Ohio 
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Booth 


Number 


Booth 

Exhibitors Number 

Stanley Supply Co. 91 
New York, New York 


Thorner Bros. 


New York, New York 


Troy Laundry Machinery 
East Moline, Illinois 


United States Hoffman Machinery 
Corp. 89 & 90 
New York, New York 


Concluded on page 26A) 


THERE IS Yo Piiorly 


on WOOD FURNITURE 
ane iv FITS YouR BUDGET/ 





Eichenlaubs 


cone you have an excellent opportunity 


to become acquainted with the advantages of 


wood furniture. For, it is available 

immediately in styles to suit your needs, and at 
surprisingly attractive prices. 

Eichenlaubs furniture is designed and built 

for hospital use exclusively . . . it is comfort- 

able, sturdy, quiet, handsome, and hospit- 

able. There is no end play or side sway in 

the beds; no rattles or squeaks in any of 

the pieces; the scratch-resistant finish 

is acid, alcohol, and germicide proof. 

Scores of representative hospi- 

tals use Eichenlaubs wood furni- 

ture and know that it more 

than matches all service and 

budget requirements. Learn 

how it fits yours. Return 

the coupon for illustrated 


catalog and particulars 


Visit Our Exhibit 

Booths 31-32-33 

C.H.A. Convention 
Buffalo 


FICHENLAUBS 


For Better Furniture 





a 





PITTSBURGH, PA. 


hactoty aamesTOwN. NEW YORK 


est. te74 





Eichenlaubs — 3501 Butler St., Pittsburgh, Pa. 
Send latest catalog showing furniture for Private Rooms [) 


Semi-private Rooms [] Bed Words Nurses Rooms [) 





Hospital Name 





Your Nome 





Address 
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WHEN WAR CALLS Your NURSES 


Phonacall SPARES those on the HOMEFRONT 


Already, thousands of nurses hayé deft American hospitals for military duty. 
Limited staffs, increased service and Shadow of even more serious emergencies 
face hospital administration. 


Phonacall is rendering a vital se 
room supervision and communicatio the pace of hospital administration, 
provides better service to the patient ss effort and saves valuable hours. 
Your staffs can accomplish twice t your patients can be at ease know- 
ing they can summon aid prompt 


This two way voice commu een patient and nurse is possible 
microphone (catching even a 
whisper) l le and controlled by a 
handy locking cradle phone at the 
floor station. t leave their sta- 


isting systems or installed in new hospital 
construction. Write Dept. HP-5 for details. 





125 AMORY ST., BOSTON, MASS. 
Offices in all Principal Cities. 
i 
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(Concluded from page 25A) 
Booth Booth Booth 
Exhibitors Number Exhibitors Number Exhibitors Number 


United States Hospital Supply Co. 14 0f95 Zimmer Manufacturing Co. 5 American Physiotherapy Association 144 
Minneapolis, Minnesota Warsaw, Indiana Chicago, Illinois 


John Van Range Co. DIRECTORY OF EDUCATIONAL American Society of Clinical 
Cincinnati, Ohio EXHIBITS Pathologists 
Muncie, Indiana 
Vestal Chemical Co. 5: American Association of Medical 
St. Louis, Missouri Record Librarians American Society of X-Ray 
Chicago, Illinois Technicians 
Milwaukee, Wisconsin 


The Vollrath Co. 
Sheboygan, Wisconsin American Association of Medical 
Social Workers 38  Catechetical Guild, Inc. 
Wall Chemical, Inc. : Chicago, Illinois St. Paul, Minnesota 
Cincinnati, Ohio 
American College of Surgeons - Catholic Medical Mission Board, Inc. 147 
Edward Weck & Co., Inc. Chicago, Illinois New York, New York 
Brooklyn, New York 


; . American Dietetic Association Daughters of Mary, Health of the 
Westinghouse Electric and Mfg. Chicago, Illinois Sick 148 


Co. 9,10 & 11 : New York, New York 


E. Pittsburgh, Pennsylvania 
American Hospital Assn. 149, % of 150 
Chicago, Illinois Divine Word Missionaries 


W. W. Wilcox Mfg. Co. Techny, Illinois 


Chicago, Illinois 
American Medical Association 
Williams Pivot Sash Co. Chicago, Illinois Medical Mission Sisters 145 
Cleveland, Ohio Fox Chase, Philadelphia, Pennsy!\ ania 


American Occupational Therapy 
Wilson Rubber Co. Association 3 The Queen’s Work Y/, of 150 
Canton, Ohio New York, New York St. Louis, Missouri 
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FOR FULL RANGE X-RAY THERAPY SERVICE 


To provide a full range of x-ray 


a a 

Wesley Memorial Hospital Selects therapy service, the new Wesley 
. Memorial . Hospital of Chicago se- 
Three G-E X-Ray Therapy Units tected « ¢-£ Model KX-10 mobile 
unit for superficial therapy, a G-E 
Maximar 220 and a G-E Maximar 400. 
Within the range of these units— 
from 60 up to 400 kvp—the hospital 
is equipped to provide a complete 
range of truly modern x-ray therapy 

service. 
Hundreds of modern medical insti- 
tutions have found that G-E X-Ray 
Therapy Units are sound investments. 
Sound because the consistently reli- 
able performance of G-E units assures 
their maintaining full treatment 
schedules; practical design and full 
flexibility expedites the handling of 
: ' patients with maximum comfort; 
vod , i, simplified, positive controls insure 
accuracy of dosage; and their main- 


n 144 tenance cost is relatively low. 


To equip adequately for x-ray ther- 
apy involves a considerable invest- 
ment—an investment that must be 
sound and pay real dividends of 
highly efficient, reliable, and econom- 
ical operation. Thus, to you who share 
the responsibility for the selection of 





x-ray therapy apparatus, we make 
this suggestion: Protect your invest- 


i nee ae ea en oe eB Oe 


ment by asking us to present facts 
and figures that prove that G-E equip- 
ment is a logical selection that can 
be relied upon to be a safe, sound 
investment, and a source of added 
prestige for your institution. Address 
your inquiry to Department K 35. 


GENERAL ¢@ ELECTRIC 
X-RAY CORPORATION 


2012 JACKSON BivD. CHICAGO, ILL., U. S&S. A. 

















(Continued from page 174) 


standard, the advanced, and the instructors’ course. Eleven 
of the group completed the three-unit course and 36 com- 
pleted the standard and advanced courses. Two Sister-nurses, 
two lay nurses, and seven lay women received instructors’ 
certificates. Four Sister-nurses,° four Sisters, seven lay nurses, 
and 21 lay women received certificates for the first two units. 

The instructors’ course was given by Mr. Thomas F. 
Costello, field representative, First Aid, Water Safety and 
Accident Prevention Service of the American Red Cross; he 
was assisted by Mr. John Kelly of the local chapter of the 
American Red Cross. Sister M. Hedwigis, O.S.F., R.N., of 
St. Elizabeth’s Hospital in Lafayette, an American Red Cross 
instructor, gave the first two courses. 

Coronation Climaxes Retreat. Members of the Terre Haute 
Chapter of the National Council of Catholic Nurses and the 
student nurses of St. Anthony’s Hospital School of Nursing, 
Terre Haute, began their annual retreat on May 14 with Rev. 
E. J. Flanagan, O.M.I., of the Oblate Mission House in 
Ligonier as retreat master. 

On May 17, following the close of the retreat, the corona- 
tion of our Blessed Mother took place in the hospital chapel. 
The president of the Sodality, Miss Marie Adams, placed the 
wreath of flowers on our Blessed Mother’s head. Miss Adams, 
dressed in a white gown and veil, was attended by three 
little girls and eight attendants. All the other nurses took 
part dressed in their uniforms. During the procession, the 
Sisters and student and graduate nurses chanted the Litany of 
the Blessed Virgin. The sodalists sang “Bring Flowers of the 
Rarest” and “On This Day, O Beautiful Mother”; they also 
recited the act of consecration. After the statue of our 
Blessed Mother was crowned each sodalist placed the flower 
she carried during the procession at the statue. Rev. Joseph 
Duffy, assistant chaplain, gave a sermon on the veneration 
due to the Blessed Virgin Mary. Rev. Lambert Weishaar, 
chaplain, officiated at Benediction of the Blessed Sacrament. 

Annual Homecoming Dance. The fourth annual home- 
coming dance of St. Anthony’s Hospital School of Nursing, 
Terre Haute, will be held in the Terre Haute House on May 
23. 

District Meets. The members of the Central Southwest 
District of the Indiana State Nurses’ Association held their 
bimenthly meeting in the auditorium of St. Anthony’s Hos- 
pital, Terre Haute, recently with Miss Bessie Small, R.N., 
superintendent of nurses at Union Hospital, presiding. The 
principal speaker was Miss Frances Hellman, R.N., a graduate 
of St. Anthony’s Hospital School of Nursing and at present 
supervisor of the orthopedic division at Riley Hospital, 
Indianapolis. Miss Hellman spoke in behalf of General Hos- 
pital No. 32, being formed for military service under the 
‘sponsorship of the medical center of the University of 
Indiana. 

Six graduates of the two local hospitals have signified their 
willingness to go into service. The graduates of Union Hospi- 
tal School of Nursing are Misses Juanita Gambill, ’41 and 
Jean Coffey, ’37; and the graduates of St. Anthony’s Hospital 
Scheol of Nursing are Misses Frances Hellman, ’34, Rose 
Geckler, ’34, Irene Tarczueski, ’38, and Rachel Husted, ’39. 

The motion picture, “White Battalions — Serving all Man- 
kind,” was shown to the delegates. The picture depicts the 
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work done in the interest of humanity by the hospitals. The 
glee club of St. Anthony’s Hospital entertained with several 
patriotic numbers. 

Iowa 

Additions and Improvements. St. Joseph Mercy Hospital, 
Mason City, recently purchased a combination radiographic 
and fluoroscopic shockproof portable X-ray unit. Another 
new acquisition is an electrocardiograph with mobile cabinet 
The chief purpose of the X-ray unit will be its use in the 
new orthopedic, urological, and cystoscopic departments made 
possible since the opening of the new addition in December, 
1940. Adjacent to these departments, which are located on 
the surgical floor, is a dark room with developing tanks and 
viewing boxes. 

Enlarge and Remodel Nursery. St. Joseph Mercy Hospital 
in Mason City has recently completed the enlarging and 
remodeling of its nursery. The new department provides a 
night and day nursery and a separate room with plate-glass 
front where babies are shown to visitors at certain hours 
during the day. Immediately after the move to the completed 
quarters, triplets arrived, a boy and two girls. 


Kansas 


Addition Planned. The Dominican Sisters, who operate St. 
Catherine’s Hospital, Garden City, have planned a $100,000 
addition to the hospital. It is proposed to build a new two- 
story wing that will increase the facilities about one third. 
adding 25 beds to the capacity. 

To Build Addition. The Sisters of St. Joseph recently 
awarded a contract for the construction of an addition to St. 
Mary’s Hospital, Manhattan. The building, which will replace 
part of the present hospital, will be five stories high. The first 
floor will contain the main kitchen, special diet kitchen. 
dining rooms, and store rooms. The second floor will house 
the administrative offices, waiting rooms, patients’ rooms, and 
the chapel. All of the rooms on the third floor will be for 
patients, and the fourth floor will be devoted to maternity 
cases. The fifth floor will consist of the operating rooms, 
laboratories, X-ray department, record rooms, and obstetrical 
department. A service building will also be constructed as a 
separate unit to house the power plant and laundry. 

Almost a year ago the plans for this addition were drawn 
up but the Sisters did not feel equal to its financial burden. 
They were then advised to apply for federal aid since Man- 
hattan is in the Fort Riley defense area; but because Junction 
City is nearer to Fort Riley, the latter received governmental 
aid. While the need for additional hospital space became more 
imperative, the Sisters could manage the financing of a build- 
ing only by borrowing money. The Sisters have stated that 
they are taking on this heavy responsibility because they 
feel confident of Manhattan’s cooperation. They have been 
operating the hospital since December, 1936. Their staff 
includes 15 Sisters and 35 student nurses. 

Holds Health Meeting. The Ninth District Nurses’ Asso- 
ciation held a luncheon and public health meeting on May 2 
in Quinter. The program was in charge of the Ford County 
District of Child Health Demonstration and Dr. Fred Mays 
was the principal speaker; Miss Esther Lattimer, nurse at 


the Ford County center, also spoke. Sister M. Frances Clare 
(Continued on page 30A) 
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“CONFIDENCE IS VITAL 
TO THE SUCCESS 
OF AN OPERATION...” 


**When I insist on A. S. R. Surgeon’s Blades I 
have a sound reason for doing so. My own 
surgical experience over the years has taught 
me that I can put full confidence in these fine 
precision-made blades. They help put me 
psychologically right for the operation.”’— 
Compare A. S. R. Surgeon’s Blades with any 
others for uniformity and correct keenness. 
Our exclusive inspection methods leave noth- 
ing to chance! Your regular supplier will 
give you complete details. 

Available in 9 sizes to fit 

all standard surgical handles. 


SURGEON’S DIVISION, A. S. R. CORP. 
315 Jay Street Brooklyn, N. Y. 


A. S..R. SURGEON’S BLADES | 
and Handles | 
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| of St. Anthony’s Hospital in Hays is president of the organi. 


zation. 
Louisiana 

Commemorates Hospital Day. In commemoration of 
National Hospital Day, Hotel Dieu Sisters’ Hospital, New 
Orleans, held open house from 3 to 5 p.m. During these 
hours the hospital was opened to the public, and heads of 
various departments showed and explained the duties of their 
particular departments in caring for the many patients who 
enter annually. At 4 p.m. a program was presented by the 
hospital personnel, assisted by the band of St. Joseph's 
School. The public also viewed La Boure Hall, the new 
modern students’ residence. 


Maine 
Fund Oversubscribed. The building-fund campaign for 


| Mercy Hospital, Portland, was very successful. The goal of 


$300,000 was surpassed by $2,136. 


Maryland 

Needed Space is Problem. Mercy Hospital, Baltimore, is 
facing a very serious problem — more space for matemity 
patients. There were 221 more babies born at Mercy Hospital 
in 1941 than in 1940. In January, February, and March of 
this year, the birth rate has gone far beyond that of the first 
three months of 1941. 

Since Mercy is so centrally located, many emergency cases 
are also brought to its doors. Hospital executives are per- 
plexed as to how they will be able to manage for the future. 
Baltimore, being the scene of increased war production, fam- 
ilies are settling close to the city, and thus Mercy Hospital 
is facing a grave problem in caring for the several types of 
patients. 

Michigan 
Observe Fifteenth Anniversary. Members of the Hospital 


| Auxiliary of Leila Hospital, Battle Creek, recently observed 
| the fifteenth anniversary of the date that the hospital was 


given to the Sisters of Mercy by the late Mrs. Leila Y. Post 


| Montgomery. On the actual anniversary day of the formal 


dedication of the hospital, the auxiliary sponsored a radio 


| broadcast reviewing the history of the hospital. During the 


anniversary week the auxiliary held its annual series of 


| telephone bridge parties for the benefit of the hospital. The 


proceeds are being used to buy a projector and screen for 


| use in teaching defense work to the hospital personnel. 


Minnesota 
First Aid and Nursing Program. Mr. E, Lewis of the Amer- 


| can Red Cross and Office of Civilian Defense, is conducting 
| a first-aid class on Monday evenings at St. Mary’s School of 


Nursing, Minneapolis. Eight Sisters of St. Joseph and 34 
senior students are enrolled for the course. 
In preparation for Civilian Defense and emergencies 


| housewives and young women working in various industries 
| are being trained in the fundamental principles and proce: 


dures of nursing. A group of five of such young women art 
assigned for five weeks to the hospitals with which arrange- 
ments have been made. In the event of casualties and shor 
age of nurses, these young women will be in readiness 
serve. Minnesota was one of the first states to participate 0 
this program. St. Mary’s Hospital at this writing has 1s 
third group of five now undergoing practical experience. Each 
worker has the advantage of 45 hours in familiarizing her 
self with the techniques of the simpler procedures, in the pé 
ticipating hospitals. 
(Continued on page 33A) 
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With Cutter 


Saftiflasks your infusion 





technique is utterly simple, 
hence safer. Just plug in 
your injection tubing. No 
involved gadgets to attach. 
No loose parts to wash, 


sterilize and assemble. 





Cutter Solutions are 

safe to begin with, 

tested as meticu- 

lously as biologicals 

— prepared, as they 
are, in a biological laboratory, one of 
America’s oldest. Each lot proven safe be- 
fore administration. Specification of Cutter 
Solutions “in Saftiflasks” protects doctor 
and hospital, and provides smooth, reac- 
tion-free infusions. 


CUTTER LABORATORIES ¢ BERKELEY « CHICAGO + NEW YORK 
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The HERZMARK-ADAMS TRACTION REEL 


This new power spring traction apparatus can be used for 
all types of traction where pulleys and weights are now 
used. This includes skin or pin traction, skull traction, 
overhead traction from a frame, as well as counter trac- 
tion. A removable key adjusts the traction to up to twenty 
pounds. A scale shows the number of pounds used. The 
apparatus is easily attached to any position on the bed, 
using only the attachments supplied. The elimination of 
swinging weights makes this apparatus ideal for use on 
board ship, train, plane, or in a car. 

B-1000 HER ZMARK-ADAMS TRACTION REEL with two 12” hori- 
zontal bars and one 14” vertical extension bar $34.50. Discounts for 
quantity. Prices higher outside the U. S. A. 

Just Issued! New Catalog—’’OB Manikins, Models, Charts’’ 


This new catalog illustrates, describes and gives the prices of: 
STANDER, IMPROVED AYERS, BAY JACOBS, and ADAMS OB 


MANIKINS, CHARTS, and other ANATOMICAL MODELS. 
We will be pleased to send a copy to nursing instructors and hospital 
executives. 


CLAY-ADAMS CC 


Write for Catalog No. 61AJN (HP). 


oe 





No. 7561 ADAMS FIRST 
AID PRESSURE POINT, 
SKELETON, CIRCULATION 
CHART. 


This Chart was made to meet 
the needs 


struction of large as well as 


for First Aid in- 
small groups. It is delivered 
in a cardboard mailing tube 
which serves as a convenient 


carrier. 


(18" x 54”) Human Skeleton 
(in black). 
Arteries (in red) with points 


Also Principal 
for application of digital 
pressure and tourniquets 
clearly marked. Key printed 
on chart gives the names of 
the principal arteries and 
bones. Specially developed 
in Civilian 
Defense First Aid. Mounted 
on backed paper 


for instruction 











muslin 
with wood rollers top and bottom. 


No. 7561 each $2.25 
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Missouri 

Resuscitator Presented. St. Francis Hospital in Washington 
was the recipient recently of a resuscitator, presented by 
the Junior Chamber of Commerce. 

Exiled Dentists Study Here. Ten nations are represented 
in a group of 17 exiled men who are enrolled in St. Louis 
University School of Dentistry, St. Louis. The countries, most 
of them under domination or being attacked by Axis powers, 
are France, Belgium, Germany, China, Austria, Italy, Sweden, 
Porto Rico, Czechoslovakia, Honduras, and the Island of 
Hawaii. Many of the older men in the group were practicing 
dentists in their homelands but were driven out; now they 
are getting the credits necessary to fulfill State board re- 
quirements in the United States. 

Government Project Approved. Mr. David R. Kennicott, 
regional director of the Federal Works Agency, has announced 
the president’s approval of a war public-works project at 
St. Charles, located near St. Louis. The building will be a 
hospital conducted by the Sisters of St. Mary. The Sisters 
will receive $130,000 for its construction. 


Montana 

New Equipment Installed. Sacred Heart Hospital, Havre, 
has recently completed the installation of new modern, shock- 
proof radiographic and fluoroscopic X-ray equipment. The 
purchase of equipment of this kind is assisted through the 
annual linen shower and dinner which, this year, was served 
at the hospital on April 16. Other installations which are 
financed by events such as the shower and through the gen- 
erosity of friends, and which have been added in recent 
months, include a multibeam surgery light, a gas machine, 


incubators for premature babies, varied equipment for frac- 
ture cases, and new beds and mattresses for adults and 
children. 

Refresher Course at St. John’s. St. John’s Hospital, Helena, 
is conducting a six-weeks refresher course for graduate nurses 
as its part in helping the government in national defense. 
Classes are held three evenings a week for two hours. The 
course is directed by Sister Alexine and includes nursing 
science taught by Miss Rosemary Thompson, and nursing 
arts taught by Miss Catherine Smith. Doctors of the medical 
staff deliver lectures. The nurses are given the opportunity 
of doing four hours of active nursing in the hospital wards 
while they are enrolled in this class. 

The twelfth and final Red Cross course in first aid was 
completed recently, under the direction of Dr. James M. 
Flinn. Courses will be offered again next fall. 


New Jersey 

Annual Retreat for Nurses. Sunday, April 12, was a day 
of festivity at St. Francis Hospital, Jersey City, for it marked 
the culmination of the annual retreat for nurses, which began 
on April 9 and was conducted by Retreat Master Rev. Oliver 
Murray, O.F.M. The nurses who participated, 82, were 
present at the solemn closing and general Communion, which 
was followed by breakfast for the student body. 

Doctors’ Communion-Breakfast. The doctors’ Communion- 
breakfast was held at St. Francis Hospital, Jersey City, the 
same day that the retreat for nurses ended. The attendance 
and enthusiasm surpassed that of all other years. At 8:30 
66 doctors marched into the chapel, headed by the resident 
house physicians, who served as ushers. High Mass was sung 
by the Sisters’ choir and celebrated by Rev. Henry Mackin, 
chaplain. The members of the staff received Holy Communion 


(Continued on page 34A) 
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Throw Away Your Plaster Shears! 
ee ——_ = 
Remove MAJOR Plaster Bandage with Hot Water 





% When you use Major Plaster Bandages, you say goodbye 
to difficult cast removal. You and your patients alike will be 
pleased with these strong, light-weight casts, easily bivalved 
or removed without hard work on your part or pain to the 
patient. Major Bandages are put on with cold water, re- 
moved with hot water, by your choice of two methods. Im- 
mersing or sponging the cast with hot water allows you to 
unwrap it as you would any bandage. Or, the cast may be 
bivalved by scoring it as it sets, then removing it as shown 
in the illustrations at the right. Order a trial supply today 

your satisfaction is guaranteed. Packed one dozen 





Hot water from a syringe, applied 
along a_ scored line, makes bival- 
ving of Major casts an easy matter. 
Patients like this method. 





a tin, priced as follows: 

36 Dozen 
$1.58 
1.89 
2.52 
3.02 
3.42 


12 Dozen 

$1.65 
2.00 
2.66 
3.18 
3.61 


1 to 11 Dozen 
$1.75 
2.10 
2.80 
3.35 
3.80 


Size 
“=x 3 yds. 
3” 3 yds. 
yds. 
yds. 








The plaster is disintegrated by the 
water, the crinoline cut with band- 


x 

x 
” 

x 

x 





yds. 


A. $8. 





ALOE 
1831 OLIVE STREET e 


age shears. Leaves a neater edge, 
no plaster lost in removal. 


COMPANY 
ST. LOUIS, MISSOURI 
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(Continued from page 33A) 
during the Mass. Peace was the timely topic chosen by Rev. 
Oliver Murray, O.F.M., for a most eloquent sermon. 

Dr. Vincent P. Butler, president of the staff, presided at 
the breakfast which followed immediately, in the nurses’ 
assembly hall. Speakers on this occasion included State 
Senator Edward O’Meara, Dr. B. S. Pollak, director of the 
Hudson County Tuberculosis Hospital, F. J. McLoughlin, 
F.A.C.S., medical director of St. Francis Hospital, Rev. John 
J. Cassels of the Darlington, N. J., Seminary, and Rev. 
Leroy McWilliams, pastor of St. Michael’s Church. Lieuten- 
ant Joseph Bruder of the Marine Corps was among the host 
of distinguished guests. A special remembrance was accorded 
three of the staff doctors who are now serving in the United 
States Army and Navy. 

Hold Trial Blackouts. St. Francis Hospital in Jersey City 
has had two successful trial blackouts. Plans have been or- 
ganized and perfected which make it possible now to carry 
on all nursing functions with sufficient light within which does 
not interfere with the blackout. At a recent practice, an oper- 
ation was in progress with the usual lighting. The windows 
are now lined with 6-in. board and the regular dark shades 
pulled. Observers stationed outside the hospital reported it 
a complete blackout. The first attempt for air-raid precautions 
at the hosiptal consisted of moving a complete ward from 
each division to the inner corridors; it was deemed a success. 

Nurses, doctors, and hospital employees are taking an ac- 
tive part in the practices. Nurses have been assigned as black- 
out and air-raid wardens of the nurses’ residence. When an 
air-raid signal is sounded each nurse knows her exact assign- 
ment and goes to her post. Practices are held twice monthly 


so that the nurses will become expert in dealing with real 
disaster, and so patients will become accustomed to the idea. 
Visitors at the hospital, too, have been very cooperative dur- 
ing the practices. 

Emergency Field Units Appointed. St. Francis Hospital 
Jersey City, has also appointed two emergency field units 
consisting of eight doctors, eight nurses, and eight aides. Each 
unit takes 24-hour call. Nurses and aides have been outfitted 
with ski suits of weatherproofed material. The St. Francis 
School of Nursing Alumnae donated $100 toward the cost. 
One of the Sisters, at the time of this writing, has com- 
pleted 10 bags according to the standard specifications of the 
C.D.O. 

Dr. Sinnott, assistant director of medical defense units in 
Jersey City, gave a talk to the members of the units, clari- 
fying the work expected of them. Dr. V. Butler, president of 
the medical staff, and Dr. F. McLoughlin, medical director 
have held a number of meetings with the group, organiz- 
ing them so they are now ready to respond to call cay or 
night. The superintendent of the hospital, Sister Amalia, has 
taken a very active part in the formation of the hospital 
units, and is equipping the hospital to meet emergency 
demands. 

First Aid Courses. St. Francis Hospital, Jersey City, is act- 
ing as the center of the Red Cross First-Aid Courses in the 
Catholic parishes and schools of Jersey City. Twenty-six 
doctors have been assigned from the hospital staff to teach 
in the various parishes. These doctors, busy as they are dur- 
ing this emergency, have willingly assumed the responsibility 
for teaching these courses. At this writing, St. Francis Hos 
pital is sponsoring 24 courses within its walls, with volunteer 


staff doctors as instructors. 
(Continued on page 36A) 
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Speed Uhead/ 
PROMETHEUS. 


goes “all-out” 


PRODUCTION 


* 


‘ng 


“2 for DEFENSE 











EMERGENCY LIGHT—(Above) Switches on immedi- 
ately, automatically, should the main light source 
fail. 2500 foot candles. Provides ample light for 
any operation. 


FOOD CONVEYOR—(Right) General Hospital Model. 
Serves 75 to 100 patients. Modern, handsome, ef- 
ficient. Many advanced features. 


Write for new conveyor catalog. 


@ In the Army, the Navy and the Air Corps, 
Prometheus products are serving with distine- 
tion. It is a part we are proud to play in our 
country’s war effort — an effort that can have 
only one outcome ... we “will gain the inev- 
itable triumph!” 


In this “all-out” program, there are bound 
to be occasions when even hospital needs must 
wait. If you have suffered inconvenience or 
delay .. . we ask your understanding. We are 
doing everything possible to meet the demands 
of the hospital field . . . on the same high 
standards of quality we have always maintained. 


SEE OUR EXHIBIT—BOOTH No. 7 AT THE 
CATHOLIC HOSPITAL CONVENTION 


PROMETHEUS ELECTRIC CORP. (zi 


MANUFACTURERS OF QUALITY HOSPITAL EQUIPMENT SINCE 1901 


401 WEST 13th STREET 


NEW YORK, N. Y. 




















HAVE YOU AN 


IRON LUNG 
PRIORITY NO.? 



















You don’t need a priority number from 
the Government for an Iron Lung, and 
you probably never will, BUT the in- 
creased amount of OFFENSE work that 
we are doing may force us to issue our 
own little priority numbers to distribute 
the few Iron Lungs we will be able to 
produce in the future. 












Our factory is devoting more and more 
time to the producing of war equipment 
that will help our armed forces take the 
OFFENSIVE against the enemy. Even 


now, Iron Lung production is reduced 







considerably. 





Investigate the Drinker-Collins DUPLEX 
NOW — the only Iron Lung that treats 
two children in the same machine. One 
DUPLEX does the work of two ordinary 
Iron Lungs and helps conserve steel. 










Get your DUPLEX Respirator NOW 
while we can still make reasonably 






prompt deliveries. 






Investigate the Drinker-Collins 
DUPLEX NOW—before you need 
a priority number to get one. 







WARREN E. COLLINS, Inc. 
555-HP-Huntington Avenue 


Boston, Mass. 
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American Medical Association. The American Medical 
sociation Convention will be held in Atlantic City, June 8-12. 
Olin West, M.D., 535 N. Dearborn St., Chicago, IIl., is the 
secretary. 


New Mexico 

New Addition Opened. The new addition to St. Mary’s 
Hospital, Roswell, was open for public inspection on Hospital 
Day. This addition is now the main building of the hospital, 
Major James R. Kelly of New Mexico Military Institute and 
Dr. I. J. Marshall of St. Mary’s Hospital staff spoke at the 
Hospital Day program. 

Addition Under Construction. A new addition to Holy 
Cross Hospital, Taos, is under construction. The foundations 
were begun last September, and, according to present plans, 
the dedication ceremonies will be held in May. The building 
is made of adobe in keeping with the architecture of the pres- 
ent hospital. The addition will provide space for 16 addi- 
tional beds. 

Medical Depot Planned. The establishment of a medical 


| supply depot at St. Mary’s Hospital, Gallup, for McKinley 














and San Juan counties, for emergency purposes under the 
Civilian Defense program was authorized recently. The de- 
pot will be equipped with surgical dressings, bandages, drugs, 
etc., and additional supplies can be flown there quickly from 
Albuquerque if required. 

Dr. Sophia D. Aberle, chief of emergency medical service 
for the state, said it was proposed to establish a blood-plasma 
bank in Albuquerque, which may be drawn upon at all times 
by other communities in the state. 


New York 


Elks Lodge Donates Equipment. Mary Immaculate Hospi- 
tal, Jamaica, is one from among the nine hospitals of Queens 
County to receive an iron lung. This equipment has been 
added through the kindness of the Queensboro Lodge of the 
Elks, a fraternal organization which through its Borough-wide 
charity work is always interested in the hospitals and chari- 
table activities in the fast-growing borough. 

A.H.S. Benefits Increased. The Associated Hospital Service 
of New York will soon be paying out a greater benefit to its 
subscribers according to an announcement just made by Dr. 
S. S. Goldwater, president. The organization, which is ob- 
serving its seventh anniversary this month, has paid hospital 
bills totaling more than $32,000,000 for its subscribers since 
May 1935. Beginning July 1, 1942, subscribers to the Three- 
Cents-A-Day Plan will receive hospital care in the amount 
of $7 a day instead of $6.75 in member hospitals. The in- 
crease, which is subject to the approval of the State Depart- 
ments of Insurance and Social Welfare, was voted at a recent 
board meeting in recognition of the rising costs of hospital 
service. The present benefit rate of $6.75 has been in effect 
since last October, at which time it was increased from 4 
former daily payment of $6.50. 

Dr. Goldwater reported that the Associated Hospital Serv- 
ice paid $666,795 to hospitals during the month of April for 
the care of 10,412 subscribers. It is estimated that recently 
liberalized plan benefits will result in an added $1,000,000 
in plan payments to hospitals in behalf of subscribers this 
year. The new provisions affect an enrollment of more than 
1,300,000 persons and 270 member hospitals. The organization 
has set aside a special reserve of $2,000,000 in addition to 
its full legal reserve and normal surplus in order to meet 
extraordinary epidemic or catastrophic demands which may 
arise out of the war. 

(Continued on page 38A) 
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VOLUME FOR VOLUME, plasma is therapeutically as effective as whole blood in the 
transfusion treatment of shock due to any cause except massive hemorrhage. Blood 
volume is controlled and maintained chiefly by osmotic effect of plasma proteins which are 
characteristically diminished during shock. Formed elements, constituting about 45% of 
whole blood, play a minor part in balance between circulatory and tissue fluids. 


Plasma proteins are believed to supply practically all the protein requirements of the 
body cells and probably contribute to repair and replacement of damaged tissue.' 


Transfusion of plasma will not cause further hemoconcentration, a phenomenon usually 
present in shock and severe burns. Finally, pooled plasma requires no typing or cross- 
matching and therefore may be administered without delay. 


‘Lyovac’ Norma Plasma possesses all of these advantages and, in addition, is 
stable because it is thoroUg@hly dehydrated and sealed under vacuum. Dried plasma 
is stated to require no refrigeration and may bé kept indefinitely.? Restoration to the 
liquid form is simple and rapid and hypertonic plasma may be readily made up if 
necessary. Each 250 cc. of restored ‘Lyovac’ Normal Human Plasma provides as much 
osmotically active protein as 500 cc. of fresh, whole blood and is essentially the same 
as the original plasma. 


1. Editorial: Surgery, Gynecol., & Obstet., 73:886, Dec., 1941 
2. Medical Preparedness: J.A.M.A. 117:1711, Nov. 15, 1941 


je How Supplied: 
‘Lyovac’ Normal Human Plasma is supplied in volume, together with distilled water, connecting 
a package containing one ampoule-vial to yield needle, and air filter. Equipment for intravenous 
250 cc. of plasma when restored to its original _ injection is separately packaged. 
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Corporation, is a reputation earned through many years of service 
to the Profession, during which time we have grown to be one of the 
largest producers of these products in the world. 


Special Note: Be Sure to See the OXIFIER! 


The new Puritan Oxifier is the latest in inhalation gas therapy equipment. 
Puritan Mask and Bag. Puritan Regulators and Bedside Units. 


“Puritan Maid’’ Gases and Gas Therapy Equipment 


elium 
Mixtures of Oxygen with Helium or Carbon Dioxide 


PURITAN COMPRESSED GAS CORP. 
Offices: 


Branches or Dealers in Most Principal Cities 


You Are Cordially Invited To Visit With Us At The 
Catholic Hospital Association Meetings 





Because the quality of medico! 
gases cannot be determinec 
except by accurate chemical 

analysis and these products are 
purchased and used sight unseen, 

CONFIDENCE must be placed in 
the Manufacturer. Back of the 

“Puritan Maid” label on every 
cylinder, identifying the products 

of the Puritan Compressed Gas 


Ethylene 


Nitrous Oxid 
i Carbon Dioxide 


KANSAS CITY, MO. 
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Growing support of the Community Ward Plan, the new 
prepayment plan for low-income workers, which is jointly 
sponsored by the Associated Hospital Service and Community 
Medical Care, Inc., also has been reported by the president. 
Seventy hospital boards with their medical staffs and more 
than 2400 individual physicians now are participating in the 
plan and the addition of other hospitals and physicians is 
going forward. Dr. Goldwater said that the Community Ward 
Plan was studied recently by a special committee appointed 
by the president of the Medical Society of the County of 
New York. The committee’s report, which has not yet been 
acted upon by the society, concludes as follows: “Since no 
really serious objections have been developed, it would appear 
that this proposed plan of Community Medical Care could 
well serve as a rational experimental approach to the prob- 
lem of hospital and medical care for this low-income group. 
The plan is an experiment in a limited field and experience 
may develop advantages or defects which can be improved 
or corrected upon the basis of this experience. The plan does 
not attempt to correct all of the social, medical, and economic 
problems but it is a voluntary effort to make a progressive 
step in the solution of this complicated problem, and it is 
designed to be in the control of medical men, members of 
organized medical groups.” 

The Public Relations Committee of the New York 
Academy of Medicine has likewise re-examined the Com- 
munity Ward Plan and voted recently to ratify a resolution 
originally adopted by its executive committee in December, 
which declared that: “Insurance of the low-income group 
in the community against the cost of illness requiring hos- 
pitilization by providing ward care in the voluntary hospitals 





meets a medical need for this class of society which has 
hitherto been unable to lay by sufficient reserves to meet the 
cost of unexpected serious illness and obstetrical care. In 
our opinion it is a social experiment of such possible great 
value to the community that we believe it should be given 
an extensive trial, with periodical review and modification 
if necessary, as experience with the plan may indicate.” 
Nurses Receive Communion. The Catholic Club for Nurses 
of the Archdiocese of New York held its annual Communion 
breakfast on May 3. The graduate and student nurses, 
dressed in their nurses’ uniforms, attended Mass and received 
Holy Communion in a body in St. Patrick’s Cathedral. After 
Mass they marched in procession to the Hotel Roosevelt for 
a breakfast meeting. Most Rev. J. Francis A. McIntyre, Dr. 
John Moorhead of New York Post Graduate Hospital, and 
Professor Milo McDonald, principal of Bushwick High 
School, were the speakers on the program. Mrs. Jose Ferrer, 
member of the board of directors of both St. Vincent’s Hos- 
pital and Bellevue Hospital, was the presiding officer. Miss 
Marge G. Blake, president of the club, presented the address 
of welcome and Rev. Charles Brady, moderator of the club 
gave the invocation. Miss Mary Kelly, president oi the 
National Council of Catholic Nurses, was an honor guest. 
Sends First Mobile Dispensary. The Catholic Medica! Mis- 


sion Board of New York City has shipped its first mobile 
medical dispensary to Very Rev. Thomas F. Feeney, S.J. 
Kingston, Jamaica, B.W.I» The funds for the dispensary 


were donated by Most Rev. Richard J. Cushing, auxiliary 
bishop of Boston and archdiocesan director of the Pontifical 
Society of the Propagation of the Faith. The dispensary con- 
sists of a 5000-pound delivery truck equipped with cabinets, 
sterilizing apparatus, surgical instruments, bandages, cotton, 
iodine, and many other medical needs. The dispensary is also 


(Continued on page 40A) 
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The Bellevue Suction and Anaes- 


thesia Apparatus was designed for con- 
tinuous operation under the conditions 
imposed by heavy duty hospital work. 


The motor unit is the new spring 
suspended type which completely ab- 
sorbs all vibration and eliminates noise. 
The two rotary compressors, one for 
negative and the other for positive 
pressures, are connected direct to the 
shaft of the powerful slow speed, noise- 
less motor. There are no springs or 
ball valves to become clogged, or get 
out of adjustment; no belt to slip, 
stretch or break. 


The apparatus is mounted in a well 
built heavy cabinet, having drawer for 
accessories and ether cans. The cabinet 
is coated with baked chip-proof enamel 
and is equipped with large rubber tired 
casters so that it can be easily moved 
from one operating room to another. 


It has a central unit automatic lubri- 
cation system. A single push of the oil 
plunger, after every 5 hours of opera- 
tion, sends oil to all parts where 
lubrication is required. Lubrication is 
practically the only attention required. 


The Bellevue is now equipped with 
a one gallon size suction bottle. The 
ether supply has a double heating device, 
and both ether and vacuum lines are 
equipped with perfect filter systems. 
The heater switch is so wired that it 
can operate only when the motor switch 
is on. This safety wiring makes it im- 
possible to leave the heaters acciden- 
tally in operation when motor is not 
running. 





The pressure and vacuum gauges and 
regulating valves are on top of cabinet, 
easy of access. All features of the 
Bellevue are highly perfected. Entire 
unit is fireproof and explosion proof. 


Send for Descriptive Circular 


Sold Only Through Surgical 
Supply Distributors 











Visit our exhibit at Catholic Hospital Association Con- 
vention. Stevens Hotel, Chicago, June 15th to 19th. 
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As materials become more and more scarce and 
replacement costs go up, Hospital Executives 
who had the foresight are correspondingly more 
grateful that they provided their nurses with 
Snowhite Student Uniforms! 


SNOWHITE STUDENT UNIFORMS 
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“They look neat longer! 
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| equipped as a traveling chapel car and has a portable altar 


that can be attached to the end of the truck. It was designed 
by Rev. Edward F. Garesche, S.J., president of the mission 


| board. More dispensaries are being planned. 


41 Graduates. Commencement exercises were held in 


| auditorium of St. Joseph’s Hospital School of Nursing, Sy 

| cuse, for 41 seniors. Dr. Gerald C. Cooney presided at 

| exercises, and Rev. Frank J. Harrison of the Cathedral o 
| the Immaculate Conception and Dr. Louis G. Fournier ea: 


gave an address. 

Catholic Club for Nurses Meets. The monthly meeting 
the Catholic Club for Nurses met on March 19 at Miseri- 
cordia Hospital in Manhattan. 

Among those present was Miss Mary E. Kelly, president of 
the National Council of Catholic Nurses, who discussed the 
activities of the National Council, with especial emphasis on 
the coming biennial convention in Detroit, May 25-27. The 
principal speaker of the evening was Rev. John A. Toomey 
S.J., member of the editorial staff of America and director 
of the United Catholic Organizations Press Relations Com- 


| mittee, who spoke on the noteworthy accomplishments of 
| this committee. 


Nurses’ Group Expands. The Catholic Nurses’ Association 
of the Diocese of Brooklyn recently adopted a new constitu- 
tion providing for the establishment of chapters at con- 
venient centers throughout the diocese. The Catholic Nurses’ 
Association of the Diocese of Brooklyn was organized in 
1921 by a small group of Brooklyn nurses. It was sponsored 
by Rev. Francis J. O'Hara, diocesan director of Catholic 
Charities, and Rev. George Metzer, diocesan director of Cath- 
olic hospitals. Miss Florence Hill, R.N., was elected first pres- 
ident. Under her guidance and that of her associates the or- 
ganization spread its influence throughout the diocese, and 
soon became an instrument of unity and inspiration for 
Catholic nurses. 

Any Catholic graduate registered nurse residing or em- 
ployed in the Brooklyn Diocese, or who has graduated from 
a Brooklyn school of nursing is eligible for membership in 
the Catholic Nurses’ Association of the Diocese of Brooklyn. 
Information regarding membership may be obtained by writ- 
ing to Miss Dorothy M. Hearn, R.N., diocesan president, at 
283 Hicks St., Brooklyn. 

Bless and Dedicate New Wing. Most Rev. Francis J. Spell- 
man, archbishop of New York, solemnly blessed and de‘i- 
cated the new $375,000 seven-story wing of the Frances 
Schervier Hospital, Home for the Aged and Convent, in 
Riverdale, on Sunday, March 15. The ceremonies were at- 
tended by more than 600 persons. Very Rev. Robert ! 
Gannon, S.J., president of Fordham University, gave the 
dedicatory sermon. 

Pointing out that the building now combines the three 
great works of Frances Schervier, Father Gannon expressed 
the hope that some day it would be the shrine of the found- 
ress of the Sisters of the Poor of St. Francis. 

The new seven-story hospital wing, located on a six-and- 
one-half acre tract overlooking the Hudson River, contains 
a complete hospital unit with 72 beds, bringing to 372 the 
total bed capacity of the hospital. 

With the dedication of this new wing, the number 0! 


| available hospital beds in Catholic institutions in the arch- 


diocese has passed the 5000 mark. This is the third majo: 


| addition to the Catholic hospitals of the city since the first 


of the year. It is part of a $3,000,000 hospital expansion 
program projected by Archbishop Spellman two years ago. _ 
Extensive, Detailed Report. The Sisters of St. Francis 0! 


(Continued on page 42A) 
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.-- but not for sale at any price 


@ Estimates of the value of the elements that make up the human body vary, 
but this much is certain: To the individual’ involved, life itself is priceless! 
Realizing this, no careful buyer jeopardizes human life to save a few pennies 
on pharmaceuticals . . . and particularly on antiseptics. He knows that 
infection is an ever-present threat in every surgical procedure and that a 
major consideration in its prevention is the preoperative use of an 
efficient antiseptic. @ Two independent investigators*, after a careful 

study, rated Tincture Metaphen “the most effective” of fifteen com- 

monly employed antiseptic agents. On the oral mucosa, Tincture 

Metaphen was found to reduce bacterial count 95% to 100% within 

five minutes, and to cause only a slight irritation in a few cases, 

none in the others. Moreover, Tincture Metaphen had, in sub- 

stantial excess over all other agents tested, a duration of action 

of approximately two hours. @ May we suggest that you ask 

your Abbott representative how you can purchase Tincture 

Metaphen on a money-saving basis for your surgery needs. 

Assorr Laporatories, Nortu Cuicaco, ILiinor:. 

*Meyer, E., and Amold, L. (1938), Aner. J. Digest. Dis., 5:418 


(Tincture of 4-nitro-anhydro-hydroxy-mercury-orthocrescl, Abbott) 




















































During times of “product plenty”, when merchandise 
of all kinds is available whenever wanted, in any 
quantities desired ... QUALITY sometimes gets lost 
in the shuffle. As a matter of immediate expediency, 
at such times, the purchaser often sacrifices quality 
for price; serviceability for temporary utility. 




















Things are different today. Quality is claiming its re- | 
ward. WASTE at the point of purchase must be elim- 
inated, as well as waste at the point of application. 







All Will Ross merchandise is selected by us on a defi- 
nite basis of special suitability for hospital service. 
The best QUALITY for the particular service that the | 
merchandise or equipment has been designed toren- | 
der, is and always has been our Number One consider- | 

| 

| 








ation. That is what we mean by “Specialized Quality”. 





Today this policy is making its value known to Will 
Ross customers everywhere. Even though “alternative 
merchandise” must be supplied in some instances, in | 
place of something that is no longer available be- | 
cause of world-emergency conditions, such supplies | 
continue to be selected by us on a sound basis of | 
“Specialized Quality” for hospital use. | 










WILL ROSS, Inc. 


QUALITY HOSPITAL SUPPLIES 
MILWAUKEE WISCONSIN) 
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| St. Joseph’s Hospital, Syracuse, have issued a 40-page broch- 


ure, in which is issued a statistical report of the activities of 
the hospital, for 1941. Including 1561 out-patients, 9282 pa- 
tients were treated during the year. Laboratory tests tot: led 
9282; operations, 3326; X-rays taken, 6929, and ambulance 
calls, 2052. 
North Dakota 

Home Nursing and First Aid. Sister Olive, instructor in 
the nursing arts at St. John’s Hospital, Fargo, is conducting 
four classes in home hygiene and care of the sick for the 
women of Fargo. A class in first aid is also being held, by 
Dr. Leo Nash, Radiologist, for student nurses, faculty, and 
men and women of Fargo. 


Ohio 
Seeks Funds for Building. A campaign for $400,000 to 
enlarge and improve facilities at St. Ann Maternity Hospital, 
Cleveland, got under way in May. It is expected that the 
campaign will finance a building program that will double 
the bed capacity, renovate the Baby House, enlarge the 


| Loretta House, and, in general, add to the comfort and 


convenience of both patients and staff. 

A new four-story brick building will be erected on the 
present site, to replace the old Severance house, which will 
be razed. 

Expansion of the institution has been made imperative by 
the tremendous increase in the demands for services in recent 
years. Last year, it is reported by Sister Annette, superior, 
the maternity department operated at 102 per cent of 
capacity, whereas authorities regard 80 per cent of occupancy 
as most desirable for hospitals. 

Facilities in the Baby House and in the Loretta House also 
are severely overtaxed, Sister said. The Baby House is for 
orphans, foundlings, and children up to 3 years of age, while 
the Loretta House is a haven for unwed mothers. 

The new building will include a new heating plant and a 
laundry. These two units are at present housed in a separate 
structure, which is to be razed. 

Continue Nurses’ Aid Classes. A new class of 24 women 
recently began the nurses’ aid training course of the Mahon- 
ing Red Cross at St. Elizabeth’s Hospital in Youngstown 
One class has completed the course, which is open to women 
between the ages of 18 and 50, high school graduates, who 
can pass a physical examination. An 80-hour course is given 
over a six-week period, with half time spent in the classroom 
and half in the laboratory. 

In case of disaster, graduates will relieve the graduate 


| nurses so they may be available where only an experienced 


nurse can do what is required. Nurses’ Aid graduates receive 
a cap, pin, and uniform. 


Oklahoma 
Commencement Program. The commencement program 
for the class of 1942 of St. John’s Hospital, Tulsa, took place 
on May 9 and 10. In the evening of May 9 the class-night 


| program was held in the nurses’ auditorium; this it cluded 
| reading, musical, and vocal selections, and the histors will, 


and prophecy of the class. Dr. Carl Hotz, president of the 
hospital staff, delivered an address. 

Graduation day was May 10. It opened with a high Mass 
and sermon in the hospital chapel, followed by a mother- 
daughter breakfast in the nurses’ dining room. The com- 
mencement exercises were conducted in the chapel in the 
evening, followed by an informal reception at the aurses 
residence. Rev. F. Cavanaugh delivered the commencement 


(Continued on page 45A) 
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Wesley wanted the 


When Wesley Memorial Hospital, Chicago, was only 
in the blueprint stage, it was determined that ward 
patients should be given privacy .. . that the staff 
should have convenience. So Judd Cubicle Curtain 
Equipment was specified for generous use. You can 
modernize your wards with this same patented equip- 
ment. 

An illustrated brochure, showing Wesley’s use of 
Judd Equipment and telling how you can profit with 
a Judd installation, is now being prepared. Write today; 
we'll reserve a free copy in your name. 


The heart of Judd Equipment, which lets you trans- 
form an open ward into a compact series of private 
rooms in just a few moments. 


H. L. JUDD COMPANY, Hospital Division: 

87 Chambers St., New York City; Branches: Chicago, 

Merchandise Mart; Detroit, 449 E. Jefferson Ave.; 
Los Angeles, 726 Washington Blvd. 
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HOSPITAL ACTIVITIES 
(Continued from page 42) 
address and Rt. Rev. Msgr. McGuire conferred the diplomas. 
The class roll included 26 lay nurses and two religious nurses. 


Pennsylvania 


Requiem Mass Sung. On April 11 a requiem Mass, the 
month’s mind, for the late Dr. Anthony J. Boucek of Pitts- 
burgh was sung in the chapel of the Wall Home for the 
Aged, North Side, Pittsburgh. Dr. Boucek had attended the 
inmates of the home, as well as the Little Sisters of the Poor 
who care for them, for the past 25 years without charge. He 
also had been a member of the staff of St. John’s General 
Hospital. 

Speakers’ Bureau Established. At the beginning of this 
year the Catholic Nurses’ League of the Diocese of Pittsburgh 
organized a speakers’ bureau in connection with the national 
and state program of the recruitment for student nurses. The 
league desires “to build up a permanent program which will 
attract highly qualified Catholic students to our accredited 
Catholic training schools of nursing, where they will be 
taught to recognize in each individual patient a spiritual, 
mental, moral, and physical entity, and acquire that true love 
of neighbor which becomes the guiding principle of a Cath- 
olic nurse’s professional life.” 

Vocational counselors in all Catholic high schools and col- 
leges in the Diocese of Pittsburgh have received letters 
announcing the subjects and speakers of the bureau. The 
schools are now making their request for speakers. The 
speakers committee includes Sister M. Aniceta and Miss 
Ursula Hickey of New Castle Hospital; Sister M. Laurentine, 
Sister Mary John, and Miss Mary Franz of St. Francis Hos- 
pital; Miss Mary Rosetta of Ohio Valley Hospital; Sister 
M. Amadeus and Miss Helen Rectenwald of St. Joseph’s 


Hospital; and Misses Mary Walton, Alice Feehan, and M. A. 
Gill of Mercy Hospital. The committee of the speakers’ 
bureau is comprised of Sister M. Loyola of Mercy Hospital 
School of Nursing, chairman; Sister M. Dympna of St. 
Joseph’s Hospital; and Sister M. Marcella of Braddock 
Hospital. . 

Nurses’ Annual Retreat. The annual retreat for the stu- 
dent and graduate nurses of St. Joseph’s Hospital School of 
Nursing, Pittsburgh, was held from Sunday to Wednesday, 
April 26 to 29. It was conducted by Rev. Father Christopher, 
C.P., and was attended by 50 nurses. 

Inaugural Communion-Breakfast. On May 3 the Catholic 
doctors of the staff of St. Joseph’s Hospital, Pittsburgh, held 
their first annual Communion breakfast. The doctors attended 
high Mass and received Holy Communion in a body, and 
afterwards they ate breakfast together. The Mass was cele- 
brated in the hospital chapel and was sung by a choir of men 
and boys from St. Justin’s Church; Rev. Francis R. Mullen 
delivered the sermon. This Communion breakfast will be held 
annually during the month of May. 

Approves School. The American Medical Assocation has 
recently voted to extend its approval to the school for 
clinical laboratory technicians at St. Joseph’s Hospital in 
Reading. 

Break Ground for New Building. Formal ceremonies 
marked the breaking of ground recently for a new $400,000 
building of St. Joseph’s Hospital, Pittsburgh. 

Nurses Dedicate Service Flag. A service flag with 50 stars, 
symbolic of the 50 members of the Catholic Nurses’ League 
of the Diocese of Pittsburgh, was dedicated at a lecture held 
at the Stephen Foster Memorial, University of Pittsburgh, in 
Pittsburgh, with 600 members of the League present. The 
national emblem of the National Council of Catholic Nurses 

(Continued on page 46A) 
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is a gold cross and N.C.C.N. and the stars arranged in a V 
for victory. The blue stars are placed on a white background 
with a border of red. The service flag is the first of the 
N.C.C.N. to be dedicated. When the Pittsburgh group attends 
the national convention in Detroit, May 25-27, they expect 
at least 100 from their membership will have been called to 
active duty with the armed forces. 

Rev. Alphonse M. Schwitalla, $.J., gave the principal ad- 
dress of the evening, lecturing on Ethical Ideals of Nursing. 
Rev. James P. Logue, spiritual director of the N.C.C.N. 
presided. 

Members of the R.O.T.C. Medical Division of the Uni- 
versity of Pittsburgh served as ushers, and the faculties of 
the schools of nursing of Carnegie Institute of Technology, 
Duquesne University, and the University of Pittsburgh were 
honored guests. 

South Carolina 

Addition Near Completion. The four-story addition to St. 
Francis Xavier's Infirmary in Charleston is nearly completed. 
The addition will double the number of beds and otherwise 
improve the facilities of the hospital. 


Washington 
Organize for War Emergency Work. In the presence of 


emergency represented by overflowing hospitals from which 
many nurses have been drawn into the armed services and 
in the grim shadow of greater future needs, the Catholic 
women of Seattle have organized the D.C.C.W. Hospital 
War Emergency Aid Committee. 

The 275 women present at the organization meeting held 
in the Cathedral Parish hall, pledged themselves to donate 
blood plasma, roll bandages, sew, and serve in the identifica- 
tion of injured, and in other clerical work. Most Rev. Ger- 
ald Shaughnessy, bishop of Seattle, who had committed this 
emergency hospital work to sponsorship of the Diocesan 
Council of Catholic Women, addressed the meeting. 

Love, not hatred, must be the motivating force that will 
spur them on in their work for country and for fellow men, 
His Excellency told the women who pledged unlimited serv- 
ice to meet emergency needs. The Bishop also: detailed the 
needs that have arisen in hospitals because of the unprece- 
dented influx of workers into industrial defense areas. 

The D.C.C.W. Hospital War Emergency work will be 
carried on in all Catholic hospitals in the diocese, and all 
Catholic women are invited to participate. In several sections 
of the diocese the work has been inaugurated and it will be 
developed fully in all districts where there is a Catholic hos- 
pital. 

Take Refresher Courses. Many graduate nurses are com- 
ing to Seattle College for a “refresher” course before taking 
government service posts. Courses included in the “refresher” 
curriculum for graduate nurses are: Psychology, home eco- 
nomics, psychiatry, hospital administration, and sociology. 

Seattle College offers a “speed-up” nursing course, allowing 
students to go to school through the entire year. 

Establishes Blood Plasma Bank. Everett is to have a sup- 
ply of vital blood plasma on hand, against the time of 
emergency, as the result of a move inaugurated by Everett 
Aerie of Eagles with the cooperation of Providence Hospital. 


A check for $500 to purchase equipment for the bank vas 
presented to Sister Romuald, superior of the hospital, by the 
trustee of the Aerie and the supply chairman of the Everett 
Civilian Defense organization. 

Workroom in Nurses’ Home. Defense work of the Provi- 
dence Hospital auxiliary, Everett, was lined up when its 
members met at the hospital for the January meeting. The 
auxiliary has chartered a room in the nurses’ home where the 
defense work which it is sponsoring will be carried out. The 
room will be open two days a week from 10 in the morning 
to 4:30 in the afternoon for members to fold surgical dress- 
ings and bandages and sew emergency garments for civilian 
defense. 

Student Nurses Get Caps. Caps and capes were given to 
24 preliminary students of Providence School of Nursing, 
Everett. 

Wisconsin 

Federal Funds Requested. Federal funds in the amount of 
$470,946 have been requested by St. Mary’s Ringling Hospi- 
tal, Baraboo, for building and furnishing a 100-bed addition, 
60 feet high and containing 8313 square feet. In this building, 
which would include four floors, a basement, and a sub-base- 
ment, there would be two operating rooms, an emergency 
operating room, a complete maternity department including 
regular and emergency delivery rooms, a nursery, and beds 
for 18 mothers. A complete laboratory and X-ray section 
would also be set up and present facilities of this kind would 
be enlarged. The original surgical department could be elimi- 
nated and the space used for 14 additional bed patients. 

Information on Rubber. The division of information of 
the Office for Emergency Management, Milwaukee, has issued 
a news release on the grave need now existing for rubber 
conservation. The release contains ten short reports on how 
rubber will be conserved by not manufacturing certain 
articles, and for what purposes this conserved rubber will 
be used; and how used rubber should be salvaged, and re- 
claimed for war use. Here are a few interesting remarks that 
are made: (1) A single month’s rubber supply to the comb 
factories is enough to put tires on 1700 eight-wheeled two- 
and-a-half ton Army trucks. (2) Eighteen cars have a ton of 
rubber on their wheels and built into them, and that much 
is needed for every four-engine bomber. (3) One hundred 
and 80 tons of rubber went into making pencil erasers last 
year; this year this amount of rubber will go into the making 
of 200,000 Army gas masks. (4) Worn-out tires, leaky 
hot-water bags, old galoshes, etc., can be made into reclaimed 
rubber, 34 pound of which is needed to make a gas mask 
and 30 pounds to make a tire for a large bomber; 5,000 
pounds go into the building of a battleship. 

Hospital Celebrates First Birthday. St. Alphonsus’ Hospital, 
Port Washington, celebrated its first birthday on May 1), 
National Hospital Day. Open house was held. The first baby 
born on that day was given free delivery-room service. A 
report on the care that was rendered during the first year 
shows that the hospital had 1565 patients; of these 217 were 
maternity cases. St. Alphonsus’ Hospital is operated by the 
Sisters of the Sorrowful Mother. 

80 Sisters Receive Certificates. Eighty Milwaukee nuns 
recently received certificates in home nursing from the Red 


(Continued on page 48A) 
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Made specially for hospital use, 
it’s unsurpassed for purity... 


for mildness ... for economy! 


he three major requirements of a soap for patient 

care are purity, mildness, and economy. Colgate’s 
Floating Soap meets all three, because in its develop- 
ment, hospital needs were given first consideration! 

In purity, Colgate’s Floating meets the highest hos- 
pital standards. Nurses and patients agree that it is 
exceptionally mild and kind to the skin. And in cost, 
hospital superintendents find Colgate’s Floating an 
agreeable surprise! 

Let us quote you on the sizes and quantities you need. 
At the same time, request your copy of our handy“Soap 
Buying Guide.” See your local Colgate-Palmolive- 
Peet representative, or write to us direct. 


For use in private pavilions, and 
particularly for women patients, 
we suggest Cashmere Bouquet. 
A fine, white, hard-milled soap, 
it is famous for its rich, creamy 
lather ... its delicate, lingering 
perfume! Available in a variety 
of miniature sizes. 


Palmolive is becoming increas- 
ingly popular among hospitals, 
both for staff use and for patient 
care. Made with rich Olive and 
Palm Oils, it meets the highest 
hospital standards in purity. 
Palmolive, too, is available in 
miniature sizes. 


Colgate-Palmolive-Peet Co. 


Industrial Department 


Jersey City, N. J. 
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BEDS, MATTRESSES, BED SIDES 


In hundreds of America’s leading hospitals, 
Inland beds, mattresses and bed sides are daily 
meeting the demand for extra service, extra 
durability, and extra economy. All are de- 
signed for minimum maintenance. All give 
maximum comfort and convenience in use— 
to doctor, nurse, and patient. 











Whether your hospital is large or small, you’ll 
find Inland hospital products will best fit 
your needs . . . and your budget. 




















BASSINETS AND CRIBS 


Inland also manufactures a complete line of bassinets, 
cribs and crib mattresses. Illustrated above is our In- 
dividualized Bassinet, equipped with all facilities for 
the complete individual care of the infant. Prevents 
infection spread—saves time, steps, energy. Write for 
complete catalog and price list. 


INLAND BED COMPANY 


MANUFACTURERS 




















3921 S. Michigan Ave. Chicago, Ililinois 







Visit the attractive Inland display at the Catholic 
Hospital Convention, June 15-19. Booth No. 36 
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Cross after completing their 13-weeks course. This first group 
consisted of Notre Name Sisters, Felician Sisters, School 
Sisters of St. Francis, and Sisters of St. Joseph. More than 
100 more nuns, representing additional religious orders, are 
enrolled in a course that is in progress now. 

Among the Milwaukee centers where the Red Cross courses 
are given are St. Michael’s Hospital, where nine classes are 
held each week, and St. Stanislaus’ High School, where five 
classes meet weekly. The Sisters at the hospital have given 
all of the equipment needed for the classes and the Sisters 
at the high school have made the school laboratory available 
for demonstration work. 

Building-Fund Party. Members of the hospital guild of 
St. Anthony’s Hospital, Milwaukee, will conduct a charity 
card party and bake sale on May 20 at the American Legion 
Cudworth Post. The proceeds will be used in a fund to 
furnish a new addition to the hospital. 

Nurses’ Home Dedicated. Most Rev. William R. Griffin, 
auxiliary bishop of the Diocese of La Crosse, officiated at 
the recent dedication ceremonies for the new nurses’ home 
of St. Francis’ Hospital School of Nursing, La Crosse. The 
ceremonies concluded with a holy hour of adoration of the 
Blessed Sacrament and solemn pontifical Benediction. Mem- 
bers of the clergy, relatives and friends of the Sisters and 
nurses, and hospital benefactors were invited guests. In the 
evening a dinner was served to the attending clergy in the 
nurses’ tearoom in honor of the seventh anniversary of the 
consecration of Bishop Griffin. The new nurses’ home was 
open to the public on National Hospital Day. 

New Novitiate Opened. The Sisters of St. Dominic of the 
Congregation of St. Catherine of Siena have just opened a 
new novitiate building in Racine, on property adjoining their 
St. Catherine’s Hospital. The building is a two-story, brick- 
veneered structure, containing 21 rooms. 

The Dominican Sisters came to Wisconsin in 1917 as a 
small group headed by Mother Catherine Roth. They took 
over a small house in Kenosha and made it their convent 
and novitiate. In 1920 the Pennoyer estate was purchased. 
St. Catherine’s Hospital, the former Pennoyer Sanatorium 
was dedicated on June 30, 1920, by Archbishop Messmer. 


| In 1927 a new hospital was erected, and in 1940 this institu- 


tion was enlarged. 
Ushers Are Famous Figures. The ushers for open house 


on Hospital Day at Misericordia Hospital, Milwaukee, were 
dressed as famous people in the medical world. They repre- 
sented Louis Pasteur, Jeanne Mance, Hygeia, Florence Night- 
ingale, Sairy Gamp, and Lord Lister. 

Hospital Day Observed. The hospitals in Oshkosh observed 
Hospital Day. The major program of the day was given a 
Mercy Hospital, while open house was held at Sunnyview 
Sanatorium and Winnebago State Hospital. Mercy Hospital 
and its school of nursing were open to the public in the 
afternoon and in the evening. During the afternoon Mr. 
David K. Murphy, a representative of the Wisconsin Blue 
Cross Hospital Plan, explained the organization’s program 10 
the visitors. 

As a special feature of the maternity department the firs 
baby born on Hospital Day at Mercy Hospital and its 
mother were given free hospital service. ; 

Mercy Hospital is operated by the Sisters of the S rrowtul 
Mother. They are cooperating with the office of civilian de 
fense in many ways: all of the hospital employees have 
completed first-aid courses under the Red Cross; new emer: 
gency equipment and apparatus has been installed: nurses 
aides are filling in their hospital-duty hours in this hospital; 

(Continued on page 50A) 
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CONOUEROR* 


Metal CABINETS, COUNTERS and CASES 


for STORAGE, UTILITY and SUPPLY 


FOR EFFICIENT HOSPITAL SERVICE 








@ CONSERVATION AND EFFICIENCY are synonymous terms in 
our war effort. In this respect, “Conqueror” cabinets, 
counters and cases perform a double function. They not 
only step up efficiency, but also conserve essential metals 
by reducing the necessity for replacements to a minimum. 





Where hospitals are faced with depleted personnel and 
increased duties, it is imperative that a maximum of ef- 
ficiency be maintained. “Conqueror” supply, storage and 
utility units are carefully planned to get the utmost value 
out of available space. They are functionally designed 
Above: BUILT-IN INSTRUMENT to provide easy access to materials, adequate work space 
and SUPPLY CABINET and sanitary protection. Sinks, cabinets and utility units 
‘ — Plate No. 1330 pe . . - 
Fy Left: BUILT-IN NURSES’ STA. are integrated with a full understanding of sound engi- 


TION CABINET and i inci i i 
a ~l, _ 123 neering principles and hospital techniques. 


“CONQUEROR” cabinets have all the fine details of con- 
struction which have made them the first choice of 
America’s outstanding institutions. The front-face of all 
cabinets, whether free-standing or built-in, is seamlessly 
welded into one sheet of metal without joints of any 
kind. Doors, drawers, hinges and other movable parts 
operate smoothly. There are no sharp projections or dirt- 
collecting crevices. Every detail of careful construction is 
an assurance of trouble-free service throughout the years. 


e WE HELP YOU PLAN THE MOST 
EFFECTIVE USE OF YOUR SPACE 


Consult us — Whether it is a single 


Above: COMBINATION COUNTER. SINK R < ; cabinet for any department of the hos- 
and HOT PLATE UNIT—Overhead shelf ' oa : oe pital or a complete installation for 
— ow ail, Sink ‘ agg F , Utility Room or Central Supply—"Con- 
QUEROR” equipment will help increase 
the efficiency of your institution. Room 
layouts, specifications and prices fur- 
nished. Send for catalogs describing the 
complete line of “Conqueror” equipment. 
All orders for “Conqueror” hospital 
equipment are subject to priority ratings. 


IL 


Above: BUILT-IN INSTRUMENT LOCKERS 
each with lock. 

_ wens No. 1415 

Left: WORK COUNTER with CABINET and 


REFRIGERATOR — Note effective use of 
odd-shaped corner. — Plate No. 1503 





3 ht: BUILT-IN COMBINATION UTILITY 
INET and WORK COUNTER — see. 

ae for sundries, janitor’s supplies, bed 

pans and urinals. — Plate No. 4088 
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shrinkage, color and launderability. Then, 
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for style, fit and durability. 


All points where strain is possible, are 
reinforced. All seams and joinings are 
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three-cord thread. And all Marvin-Neitzel 
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donated blood is being typed; and the personnel is being 
organized for emergency work. 

Outline Field Work. Extensive plans were formulated 
which will provide for training juniors of the St. Mary's 
Hospital School of Nursing, Wausau, in public health work. 
It is hoped that the plans may be introduced next fall on a 
fully tried basis. According to the proposals, the 19 juniors 
enrolled in the school will be given an opportunity to do 
field work for the city health department. Instructional 
classes will be addressed by the city health officer, the city 
and county nurses, and others in public health work. 

It was explained that the training is intended only to give 
the trainees an insight into public health work in order that 
they may utilize their training in that field if they are in- 
terested. It would also give any other nurses a better intro- 
spect into the public health field so that such nurses would 
be able to cooperate more intelligently in public health 
matters. 

The crowds of people who visited the hospital and in- 
dicated their interest in the building and equipment were 
so great that the Sisters have decided to have another open 
house on Hospital Day, May 12. 

Trace Growth of Hospital. The early history of hos- 
pitalization was told to the Janesville Kiwanians, and this was 
followed by the story of Mercy Hospital, that city, together 
with its current problems and future plans. The meeting was 
held in the nurses’ home on February 26th. 

Sister Timothea, superintendent of the hospital, detailed 
the progress of Mercy Hospital from the time of the original 
purchase from Dr. Palmer, in 1907 for $8,000, the building 
of the first half of the present hospital in 1913, the second 
half in 1920-21, and the nurses’ home in 1930, to the well 
equipped but still expanding institution of 1942. 

The crowded condition which prevails in the hospital 
makes expansion of the hospital a problem for early con- 
sideration, according to Sister Timothea. Natural growth and 
the gaining momentum of the group-hospitalization move- 
ment were cited as the principal factors accounting for the 
present crowded conditions. 

Dr. Vincent Koch and J. M. Smith, speakers on the pro- 
gram, praised the Catholic Church for its hospitalization 
service. Dr. Koch emphasized that it was the popes of the 
13th century, starting with Pope Pius III, who originated 
the hospital movement. Hospitals became necessary when 
civilization moved from isolated homes to villages and 
cities. The popes constantly recognized this need and were 
in the vanguard of the expanding hospital movement through- 
out the civilized world. 

Sister Timothea explained that the low per-capita cost at 
Mercy is made possible by the fact that 17 Sisters, all 
trained in the work, are unpaid. This helps bring the cost 
down to $5.04 per capita, compared with $6.50 in a near-by 
town, where all staff help is on a salary basis. 

After adjournment of their luncheon meeting, the Kiwan- 
ians inspected the modern new kitchen unit recently installed 
in the nurses’ home. 

A $25,000 laundry and workshop being erected at the 
rear of the hospital will be put into use about May 1. A 
new modern maternity department has been in use for some 
time, and many other improvements have been maie. 

Knit for Red Cross. The nun nurses and department super 
visors at Holy Family Hospital, Manitowoc, spend theit 
leisure knitting for the Red Cross. Partly through their work, 
the Manitowoc County Red Cross chapter has shipped 
hundreds of finished garments to national headquarters since 
January 1. 

(Continued on page 52A) 
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* SAVES SPACE 
* REDUCES INVENTORY 
A VACUUM 

BOTTLE FOR 

* collecting blood 

* banking 

* dispensing 

* sedimenting 

* centrifuging 





* For 500ce of blood 
* Contains 7Oce of anti-coagulant 


The wide range of uses for this new Fios Baxter 


Transfuso-Vac container makes it possible for the hospital to substantially 


reduce its Transfusion Service equipment investment and storage 

space requirements. It eliminates the necessity of carrying a stock of 

Separate containers for transfusions, banking, centrifuging 

and sedimenting, as the No. F1os serves for all these purposes, and provides a 


completely closed technique which assures complete asepsis. 
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City’s First Resuscitator. When the portable resuscitator 
was delivered to Sacred Heart Hospital, Eau Claire, recently, 
a worthy ambition of the hospital guild was realized; the 
need for this equipment in the city had long been recognized. 
The all-round usefulness in the treatment of all respiratory 
interruptions makes the new unit a genuinely worth-while 
addition to the protective equipment of the hospital and 
community. This is the second piece of large equipment 
that has been donated by the guild. Two years ago they pre. 
sented the hospital with a fracture table. 

Physiotherapy Convention. The American Physiotherapy 
Association will hold its 21st annual convention at Lake 
Geneva, June 28—July 3. Officers and members of the Catho- 
lic Hospital Association of the United States and Canada 
are cordially invited to attend. 

New Diagnostic X-ray Apparatus. One of the latest and 
most versatile types of diagnostic X-ray apparatus to provide 
facilities for radiographic and fluoroscopic diagnosis of hu- 
man ailments has recently been installed at Sacred Heart 
Hospital in Eau Claire. 

In the radiographic room, where X-ray films of all parts 
of the body are made, there is a high-powered diagnostic 
X-ray generator. Rated at 500 milliamperes and 100,000 
volts, it consists of a high voltage transformer with recti- 
fying tubes immersed in oil. This is about five times the 
power used in ordinary hospital X-ray equipment. 

Lighted windows and signals indicate the status of various 
factors during the course of the operation, and newly de- 
signed timing devices provide for X-ray exposures of from 
1/60 of a second to 20 seconds, in fractional second steps. 

A device known as a fluorographic unit is attached to the 
table. It consists of a mounting for a fluoroscopic screen and 
a mechanism for holding an X-ray film in position ready for 
instantaneous use. With it, the radiologist may examine visv- 
ally the internal organs of the body, and when he sees some 
condition of which he would like a film record for more de- 
tailed study, he merely trips a trigger which slides an unex- 
posed film into the exact position covered by the fluoroscopic 
screen at which he has been looking. The trigger release 
automatically adjusts the electrical controls to provide the 
necessary X-ray energy through the tube under the table 
and makes the exposure. 

The department also has an apparatus for the administra- 
tion of X-ray therapy at 200,000 volts. 

Hospital Service Extends Benefits. The Associated Hos- 
pital Service, Inc., of Wisconsin, has increased the benefits 
for its members from 21 to 30 days effective for all members 
on April 1. At the present time, more than 72,000 persons 
throughout the state have voluntarily joined the Blue Cross 
Plan through groups in 1200 firms and organizations. To date 
hospitals have been paid $258,642.48 for care rendered 7715 
of its members. The plan began operations on January | 

1940. Forty-six hospitals in 23 communities in the state spon- 
sor the plan and guarantee service to its members. 


Canada 
Hospital Notes Progress. St. Theresa’s Hospital i0 


| Shawinigan Falls, Quebec, is gradually progressing in every 
| department. A new short-wave apparatus for the physi0- 
| therapy department was purchased recently and als several 
| pieces of equipment for the orthopedic department. A bank 





of plasma is being prepared for transfusions; the equipmet! 


| for this setup has just been installed. Members of the Ladies 


Auxiliary are seeking donors. : 
No More Carrying Heavy Buckets. The Sisters at 
Anne’s Hospital, Fort Smith, N.W.T., are now enjoying the 


(Concluded on page 53A) 
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HILL-ROM’S NEW 


SINGLE PEDESTAL 


OVER-BED TABLE — Makes 
Lasting Friends of Hospital Patrons 


Quickly adjustable to any height from 29 inches to 44 inches, 
this new Single-Pedestal Over-Bed Table swings easily over 
the side of hospital bed or chair, providing greatest possible 
convenience to patient and nurse. Standard Hill-Rom features 
— vanity mirror, reading rack and tray have been incorpo- 
rated in this new deluxe model. Extreme rigidity, correct 
design and Hill-Rom’s fine hospital finish insure smooth 





operation in all positions and long life of service. 
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luxury of running water, after 27 years of carrying heavy 
water buckets from the well to the hospital to supply all 
the needs of that busy community. 

When Most Rev. Gabriel Breynat, O.M.I., vicar-apostolic 
of Mackenzie, built the Fort Smith Hospital in 1914, his 
limited budget could not include an appropriation for a water 
system. However, now generous friends, realizing the handi- 
caps under which the Sisters were working, supplied the nec- 
essary funds. 

When the Grey Nuns arrived in Mackenzie more than a 
quarter of a century ago, they found their greatest problem 
was to convince the natives that their treatment for illnesses 
was superior to that of the medicine man. How successful 
they have been may be judged by the fact that today there 
are five hospitals in the district, some of which are complete 
with obstetrical clinics, laboratories, and X-ray departments. 
However, when epidemics sweep over the distant and remote 
settlements, the dogsled provides the ambulance service or 
else the Sisters “mush” 25 and sometimes 100 miles to treat a 
patient. 

Columbia 

Medical College Added. In response to the plea of parents, 
students, and physicians, and with the blessing of His Holi- 
ness Pope Pius XII, transmitted in a cable from His Emi- 
hence Luigi Cardinal Maglione, papal secretary of State, a 
Catholic faculty of medicine and natural sciences has been 
established at the Javeriana Pontifical University in Bogota. 


The University is conducted by Jesuit priests, and 104 stu- 
dents are already enrolled. 


India 


Set New Record. According to the annual report received 
by Mother. Anna Dengal, at the mother house of the Com- 
munity of the Medical Mission Sisters, Philadelphia, Pa., the 
Holy Family Hospital at Rawalpindi cared for 1782 in-pa- 
tients during 1941. Dispensary patients numbered 29,310, as 
compared with 4000 in the first year, 1927. 

The hospital, situated in the far north of India, is the 
only Catholic hospital in the Punjab, a section of 25,000,000 
people. and one of the very few Catholic hospitals in the 
whole of India. While the hospital is supposed to accommo- 
date 60 patients, the daily census in recent months has been 
in excess of 80. A 100-bed hospital will be built, it is hoped, 
as soon as means permit. In connection with the hospital, the 
Sisters conduct a training school for native nurses. An ac- 
credited school for elementary pharmacists is also situated at 
the hospital. 

The Medical Mission Sisters also are engaged in hospital 
work and in training native nurses in Dacca and Patna. 


New York 
Noted Cancer Therapist Dies. Dr. James J. Duffy, noted 
cancer specialist and an alumnus of Holy Cross College, 
Worcester, Mass., died at the age of 49. Dr. Duffy was 
widely known in this country and abroad for his skill in 
balancing the use of surgery with that of radium therapy in 
cancer cases, and had developed a method of treating lesions 

due to excessive exposure to radium. 
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News ITEMS 


Colorado 
Religious for 60 Years. Sister M. Antonia, one of four 
children who became nuns in a family of 11 children, cele. 


| brated her sixtieth anniversary of investiture in the order of 
| St. Francis of Perpetual Adoration, Denver, on April i5. A 


high Mass of thanksgiving was celebrated by Rev. Roger 
Hoehn, O.S.B., in the presence of Bishop Urban J. Vehr. 

The four children who are nuns and one lay sister are the 
only surviving members of the family. Sister Antonia’s 
sisters are Sister M. Pia, O.S.F., of Oldenburg, Ind., Sister 
M. Scholastica, O.S.F., of Grand Island, Neb., and Sister M. 
Laetaria, S.S.N.D., of Baltimore, Md.; her lay sister is Mrs. 
Julius Lipsinski of Detroit. Sister Antonia’s secular name 
was Miss Rose Frumviller and her home was in Detroit. A 
niece of the jubilarian is Sister M. Giles, R.S.M., of St. 
Joseph’s Mercy Hospital in Detroit. 


Connecticut 

Lt. Demarais in Australia. Lieutenant Catherine M. 
Demarais, a graduate of St. Francis Hospital School of Nurs- 
ing in Hartford, recently arrived in Australia as a member of 
the Army nursing corps. This message was received by her 
family in a cablegram. Lieutenant Demarais had served at 
Westover Field, Mass., for the past year. 

New Hospital Superintendent. Mother Mary Sacred Heart, 
R.N., will assume her new duties as superintendent of St. 
Joseph’s Hospital, Stamford, on June 1. She has held this 
position at St. Mary’s Hospital, Waterbury, for the past 15 
years and was connected with the institution as nurse and 
superintendent of nurses for more than 25 years. 4 

The new St. Joseph’s Hospital will not be ready for occu- 


| pancy on June 1 but the Sister-superintendent will be there 


to supervise installation of equipment and other details. St. 
Joseph’s Hospital will contain 80 beds and is planned so that 
additions may be made as desired. St. Mary’s Hospital is a 
330-bed institution, including a recent 110-bed addition cost- 
ing $450,000. 

Sister-Nurse Becomes Director. Sister Mary Teresia, a 
nurse at St. Mary’s Hospital in Waterbury for 23 years, has 
now been named hospital superintendent. She made her 
graduate studies at the Catholic University of America. 
Sister Teresia is the successor of Mother Mary Sacred Heart. 


Illinois 

Nurse is Heroine. First Lieutenant Floramund Fellmeth, 
26, of Chicago, is a heroine of the battle at Bataan and 
Corregidor. Lieutenant Fellmeth, as commander of a unit of 
Army nurses, arrived in Australia with her unit after surviv- 
ing the bombing attack on the hospital ship, Mactan. General 
MacArthur has cited her for bravery. Rev. Thomas Shanahan, 
S.J., an American Jesuit chaplain, paid tribute to her for 
her heroic work, cheerfulness, character, and efficiency in 4 
letter that he sent to her parents. Lieutenant Fellmeth was 
graduated from St. Elizabeth’s Hospital School of Nursing, 
Chicago, in 1936; she also took a postgraduate course in 
surgery in the East. She enlisted six years ago as an Amy 
nurse, and at the time of her re-enlistment she requested that 
she be sent to the Philippine Islands. 

A schoolmate of First Lieutenant Floramund Fellmeth, 
Miss Patricia Dolan, who lived with the Fellmeth family 
while she was in training for a nurse, is stationed at Hawaii. 

(Continued on page 56A) 
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... KELLOGG’S 


are always on the 
morning menu 


All over the country leading hospitals are serving 
Kellogg’s Individuals daily. On three important 
counts, they fill the bill for ready-to-eat cereals. 

First . . . patients like the idea of opening a per- 
sonal, generous package of their favorite Kellogg’s 
cereal. They like the wide variety to choose from, 
and the perfect freshness and the famous Kellogg 
flavor in each of the 8 different kinds. 

Second . . . your staff will appreciate the conven- 
ience of Kellogg’s Individuals, the ease of serving 
them, the saving of time in the kitchen. 

Third . . . you'll notice that Kellogg’s Individuals 
will lighten your budget load, too, eliminating waste 
and allowing exact cost-per-serving control and 
figuring. 

Specify Kellogg’s Individuals when you order 
ready-to-eat cereals. Your grocer always has a fresh 
supply, packed 50 to the case or 100 assorted. 


Copr. 1942 by Kellogg Company 
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**Crescent’s New Principle 
Electric Food Conveyors 
Raise Hospital Efficiency 
to Help Meet War-time 










Demands’’ 












Yes, war will make increasingly heavy 
demands upon the “Hospital Front”. 
The best available equipment, for top- 
most efficiency, should be “drafted.” 








Wherever Crescent new-principle, auto- 
matic electric Food Conveyors have 
been installed, dietitians’ two word 
description has been: “simply marvel- 
ous!” And they soon find it’s their 
improvements and 












latest scientific 
unique features that make them today’s 
“sensation” in food service equipment. 












50 Different units—custom-built, to 
meet individual needs. Crescent Food 
Conveyors bring a “new high” in per- 
formance and a “new low” in upkeep 
cost. Meals served hot—on the spot— 
any time—any where. 





Brand new heating principle. No 
utensil wells (means easy cleaning). 
Major parts and utensils of stainless 
steel. Adjustable cabinet shelf. In- 
swinging doors. Heating units quickly 
replaced or temperature adjusted by 











owner). Non-marring, REVOLVING 
rubber bumpers. Silvertone lacquer 
finish. 


Without obligation, let a Crescent en- 
gineer recommend just the type Food 
Conveyor equipment for your require- 
ments. Write TODAY for full infor- 
mation on Crescent and Fold-way 
100% flici je hi : PATENTED 
Yo eihcient equipment—that cuts FEATURE 
drudgery and confusion and saves \ FOR 


. : | TRUCKS AND 
recious é raluz space. 
precious time and valuable space STRETCHERS 
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Brothers Pass Examinations. Brother Florian, R.N., of 


Alexian Brothers’ Hospital, Chicago, is now a registered medi. 


cal technician, recognized by the American Society of Clinica] 
Pathologists. Brother Florian, who became a registered nurse 
less than two years ago after passing the Illinois State Board 
examinations, prepared himself in medical technology during 
the past three years. 

Five other Alexian Brothers became registered nurses early 
this year. They are Brothers Adrian, Matthew, Boniface 
Timothy, and Donald. Seven more will take the examinations 
at the summer session of the state examining board. Ney 
arrivals to the community in Chicago are Brothers Killian 
Eugen, Montford, Julian, Stephen, and Tobias. These 
Brothers were recently professed in the Novitiate at Signal 
Mountain, Tenn., and are now taking the preliminary course 
preparatory to enrolling in the school of nursing next fall. 

The students at Alexian Brothers’ Hospital receive five 
years of intensive practical nursing experience coupled with 
three years of scholastic theory. They have competitive class. 
work, lecture courses, and laboratory study in their own 
school and at De Paul University. 

Bishop Presides at Funeral Mass. Sister Mary Rita 
R.S.M., died at St. Joseph Mercy Hospital, Aurora, on March 
19. Her death ended 29 years as a Sister of Mercy. The fuv- 
neral Mass was offered in the hospital chapel by His Ex- 
cellency, Most Rev. Edward F. Hoban, bishop of Rockford 
Sister Mary Rita was born in County Clare, Ireland, and 
came to this country as a young woman. She held responsible 
duties as a Sister of Mercy in the Aurora hospital and at 
Mercyville Sanitarium, also in Aurora. 


Indiana 
New Chaplain Appointed. Rev. A. B. Duffy has been ap- 
pointed to fill the post of chaplain at St. Francis Hospital 
Beech Grove. 


Iowa 


Name New Superintendent. Sister Mary Magdalen, R.S.M 
has been appointed superintendent of Mercy Hospital in 
Davenport. She succeeds the late Sister Mary Clementine 
Sister Mary Magdalen had been supervisor of nurses, a po- 
sition taken over by Sister Mary Matthew, formerly of 
Mercy Hospital, Chicago, III. 


Kansas 
Receives Diploma. Sister Mary Ann, of the office and 
record department of Mercy Hospital, Independence, has 
recently received word of successfully passing the examina- 
tion for medical record librarians, and already has or will 
soon receive her diploma. 


Minnesota 

Mercy Sister Dies. Death on March 30 terminated 46 years 
of self-sacrificing labor of Sister M. Veronica Connell, as 4 
Sister of Mercy in west Michigan schools and hospitals. Sis- 
ter Veronica had been ill for a year. She served as superior 
at the Mercy Hospitals in Muskegon, Grayling, and Manis- 
tee. For the past 15 years, she was stationed at St. Mary 
Hospital in Grand Rapids. 

Gold and Silver Jubilees. On the Feast of St. Joseph. March 
19, two Sisters of St. Joseph celebrated their golden jubilee 
at St. Mary’s Hospital in Minneapolis; and two Sisters ob- 
served their silver jubilees. The six o’clock community Mass 
was a high Mass; the Sisters and student nurses singing in the 
choir. In the afternoon many Sisters, relatives, and friends 
of the Sisters called to offer felicitations. 


(Continued on page 58A) 
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ad a It goes without saying that you ex- 
pect a soap you use for patients to 
be mild. But soap mildness can be 


a matter of opinion. For, as you 
know, not all soaps are alike on 
this score. 


Ivory Soap's mildness is not a 
matter of opinion...it's a matter 
of fact! By actual test, Ivory 
Soap is milder than 10 leading 
toilet soaps. Milder than 42 

out of 44 imported castiles 
bought at random in 6 cities. 


Ivory is free from dye, medica-— 
tion, or strong perfume that 
might be irritating to a 
patient's skin. It's 
a fine, pure soap 

you can depend upon 
for thorough, gentle 
cleansing. 


‘ 


TRADEMARK REG. U. S. PAT. OFF. 


w 
joan 69 IVORY SOAP 


Pure, mild, rich lathering Ivory Soapis available for hos- 
pital use in a choice of six convenient individual service 9944 /100 % PUR a. 3? Riesz s. 
sizes. Cakes weigh from 14 ounce to 3 ounces, and may 
be had either wrapped or unwrapped. You may buy the 
new Velvet-Suds Ivory, too, in the familiar medium 
and large household sizes for general institutional use. 























A GREAT DEFENSE 


~ VA Against Mounting 
\Maintenance Costs 
SS 





NO CHIPPING/S 


NO CRACKING/ 


NO BREAKING/ 





THORNER 
SILVER | 
Can Take it! 





National defense costs mean mounting mainte- 
nance costs in the hospitals. Thorner Silver is a 
great defense against this type of expense. Thorner 


Silver is seamless ... sanitary ...durably con- 
structed and truly economical. These features 
assure many years of satisfactory service at ‘an 
ultimate low cost. And for patients, the food tray 
is made doubly attractive through service on 
Thorner Silver. Write for illustrated folder and 
price list today. 





See us at BOOTH 86 
Stevens Hotel, Chicago, Ill. 
June 15 to 19th 











THORNER BROTHERS 


135 FIFTH AVENUE NEW YORK CITY 


The House of a Thousand ltem 
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Missouri 

Dies on 82nd Birthday. Sister Agnes Antonio, at St. 
Joseph’s Hospital, Kansas City, for 53 years, died on her 82nd 
birthday. Sister Agnes Antonio supervised the cooking at the 
hospital for about 45 years. 

Dies on 83rd Birthday. Sister Agnes Antonio, at sj 
Joseph’s Hospital, Kansas City, for 53 years, died at the 
hospital on her 83rd birthday. A native of Canada, Sister 
Agnes Antonio lived in Chicago and St. Louis before coming 
to Kansas City to supervise the cooking in the hospital. She 
retained this position for about 45 years. 

Hospital Sister Dies. Sister Mary Loyola Halpin, a nurse 
at St. John’s Hospital in St. Louis, died of a heart ailment. 
She was 69 years of age, and had been a member of the 


| Order of the Sisters of Mercy for about 45 years. Sister 
| Mary Loyola was supervisor of operating rooms at St. John’s 


from 1912 to 1931 and was superior at the hospital from 
1932 to 1935. 


Montana 

Doctor Awarded Medal. Dr. E. S. Murphy of Missoula has 
been awarded the De Smet medal for 1942 by Gonzaga Uni- 
versity, Spokane, Washington. The De Smet medal is given 
each year to a prominent Catholic layman who has advanced 
the cause of Catholicity in the Pacific Northwest. The an- 
nouncement says that Dr. Murphy received the award be- 
cause of his eminence in the medical profession, his sterling 
Catholicity, his extensive charities to religious people and the 
poor, and for his scholarly interest in the life of Father A. 
Ravalli, S.J., first physician in the state of Montana. Dr. 
Murphy is a convert to the Catholic faith. 


Nebraska 

Celebrates Golden Anniversary. Sister Mary Edwarda, 
medical record librarian at the Good Samaritan Hospital, 
Kearney, celebrated the completion of 50 years in the re- 
ligious order recently. The observation began with high Mass 
at the hospital, followed by a reception which continued 
throughout the day. 

Before coming to Good Samaritan Hospital, Sister Mary 
Edwarda had served in numerous hospitals. Throughout her 
service in Kearney, however, she has been medical record 
librarian, a department she started at the Good Samaritan 
Hospital. Sister Edwarda is registered as a nurse, pharmacist, 
and medical record librarian. 


New Mexico 
Staff Organized. A hospital staff was organized following 
a dinner at St. Francis Hospital, at Carlsbad. The new officers 
are: president, Dr. F. F. Doepp; vice-president, Dr. F. C. 
Bohannon; secretary, Dr. Clay Gwinn. 


New York 


Veteran Nun Nurse Dies. Sister Mary Theona, of the 
Sisters of St. Francis, a veteran nurse attached to the staff 
of St. Elizabeth’s Hospital, Utica, died on April 11. 

Office Executive Dies. Funeral services for Mother 
Timothy, office executive of Columbus Hospital, New York 
City, were held in the hospital chapel. Mother Timothy, was 
born in Milan, Italy, in 1880. She had been at Columbus 
Hospital more than 20 years. She was received into the 
Order of Missionary Sisters of the Sacred Heart by the 
late Mother Cabrini, its foundress, and was present at 
Mother Cabrini’s beatification in Rome several years ago. 

Takes Advanced Course. During the past year, Sister 
Patricia Anne, maternity supervisor at St. Mary’s Hospital 


(Continued on page 61A) 
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@ Designed exclusively for hospital service, Carrom 
Wood Furniture provides the specialized utility,. | 
economy and restful beauty that should always de- LACE PAPER TRAY COVERS 
serve careful consideration when furnishing a hospital. Patients admire the crisp, delicate beau- 
Every piece is made to the highest quality standards. ty of Milapaco Lace Paper Tray Covers— 
Carrom Wood Furniture is available by the piece, by — nour ~ — Page ; Pn 
the room or by the hospital ... direct from our factory. ely ; nat an i o 

, wap rom your Jo r—an ont forget 
Let us work with you on your furnishings program. Milapaco Souffle Cups, Shallow Jelly 

- Dishes, and Tumbler Covers. 


CARROM INDUSTRIES, INC. MILWAUKEE LACE PAPER COMPANY 


‘ 1306 East Meinecke Ave., Milwaukee, Wis. 
LUDINGTON _ Established 1889 = MICHIGAN a sale 
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in Amsterdam, took a six months’ course in maternity work 
at the Margaret Hague Hospital in Jersey City, N. J., the 
largest maternity hospital in the country. The course was 
helpful in furthering the Sister’s already efficient work in 
the department. 

Receive Degrees. Two Sisters from the nursing staff of 
St. Mary’s Hospital, Amsterdam, were among the number 
of graduates to receive the degree of B.S. in nursing at the 
College of Saint Rose. 


North Dakota 

Successor Appointed. Sister Mary Michael, R.S.M., of 
Omaha, Neb., was appointed administrator and superintend- 
ent of Mercy Hospital in Valley City, succeeding the late 
Sister M. Camillus, R.S.M. 

Ohio f 

Assistant Directress Dies. Sister Margaret Cortona, assist- 
ant directress of Good Samaritan Hospital School of Nursing, 
Cincinnati, died on April 14 after a long illness. She was 56. 

A graduate of the College of Mount St. Joseph-on-the-Ohio, 
Sister Margaret Cortona entered the Convent of the Sisters 
of Charity, Mt. St. Joseph, in 1903. She took post-graduate 
work at the college, then went to Cleveland, where she 
taught school. Returning to Cincinnati, she taught again for 
several years at Glendale. Later, she went to Albuquerque, 
N. Mex., where she engaged in teaching and nursing work. 

Upon her return to Cincinnati, she was appointed medical 
supervisor at Good Samaritan Hospital, serving in that capac- 
ity for 10 years. She was appointed assistant directress of the 
school of nursing in 1935. 


Dies After Long Illness. Sister Mary Alphonsus, of the 
Sisters of Charity of St. Augustine, died at St. Vincent Char- 
ity Hospital, Cleveland, after a prolonged illness. Sister Al- 
phonsus joined the Order 20 years ago and has always re- 
mained in Cleveland. She had also been stationed at St. Ann 
Maternity Hospital, there. 

Superintendent of Nurses Dies. Sister Claudia, superintend- 
ent of nurses at St. Francis Hospital in Columbus passed to 
her eternal reward on March 7, in the 75th year of her life, 
and the 53rd year of her religious life. As a final tribute to her 
long and devoted labors in the nursing field, Sister Claudia 
was accorded a public funeral, prominent physicians acting 
as honorary pallbearers, and 75 nurses in uniform forming a 
guard of honor, as she was carried to her final resting place. 

Sister Claudia came to St. Francis Hospital in the late 
1800’s and remained there for the rest of her life except 


.for brief intervals at Hoboken, N. J., and Dayton, Ohio. At 


Hoboken, she was in charge of the operating rooms at St. 
Mary’s Hospital, which was a point of embarkation during 
the World War. During her time at St. Elizabeth Hospital 
in Dayton, she organized the school of nursing. She then re- 
turned to St. Francis Hospital in Columbus, in 1923, and 
shortly afterwards organized the accredited school of nursing, 
remaining in the capacity of superintendent of nurses until 
the time of her death. 

During her long and successful career, Sister Claudia be- 
came well known to the medical and nursing professions, 
and to the sick poor, to whose cause she devoted her life. A 
truly great character, her work will stand as a living testi- 
monial to her name, and her humility and understanding will 
be a constant inspiration to all who dedicate their lives to 
God and humanity. 


(Continued on page 62A) 
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AMERICAN Heating Equipment and “Standard” Plumbing 
Fixtures meet modern hospital requirements—in comfort 
and safety ...in convenience and utility . .. in utmost sani- 
tation and long life. Write today for the detailed catalozue 
of Hospital Equipment by America’s leading Heating and 


Plumbing organization. 


“Standard” Plumbing Fixtures are installed in new Delaware Hospital addition, Wilmi»gton, 


i HEATING EQUIPMENT 
eT HO MORE THAN OTHERS 


-- Mee MBING FIXTURES 
ae : 


Deen & Standard 


Raprator ™ Sanitary 


CORPORATION 
Hospital Fixture Div. PITTSBURGH, PA. 
Cast Iron & Steel Boilers & Furnaces for Coal, Oil, Gas + 
Radiators + Cast Iron Enameled & Vitreous China 
Plumbing Fixtures & Plumbers’ Brass Goods + Winter Air 
Conditioning Units + Coal & Gas Water Heaters + Oil 
Burners + Heating Accessories 


* * FIGHT FOR VICTORY. ENLIST 


aa 


NOW IN THE U.S. SERVICE * » 
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New Superior. Sister M. Paul, superior of St. Thomas 
Hospital, Akron, has been transferred to a similar position 
at St. Vincent Charity Hospital in ‘Cleveland. She succeeds 
Sister M. Marguerite, superior for five years. 

Sister M. Eleanor, mistress of novices of the Sisters of 
Charity of St. Augustine, and previously superior of Mercy 
Hospital in Canton, will take up the superiorship at St. 
Thomas Hospital. 

Nun Scores Second in Board Exams. Sister Mary 
(McDonough) of the Holy Cross Order, stationed at Mount 
Carmel Hospital in Columbus, was placed second on the list 
of 648 successful candidates who passed a recent State Board 
examination for nurses. Her grade was 94.4. 


Texas 


Paper Wins 1st Prize. Miss Constance Jones, a junior at 
Incarnate Word College in San Antonio, was awarded first 
prize for her paper read before the convention of the Amer- 
ican Association for the Advancement of Science, a national! 
organization meeting for the first time in Texas at Dallas. 

The paper, entitled A Photelometric Method of Determin- 
ing Cholesterol, embodied the procedure and results of a 
chemical experiment worked out by Miss Jones. She obtained 
the cholesterol from human blood, sheep’s brains, and gall- 
stones. She calibrated the photelometer for the determination 
of cholesterol and compared the accuracy of her instrument 
over that of the colorimeter. The cholesterol from all three 
sources was found to be identical. The experiment demon- 
strated the usefulness of the photelometer in defense 
industries. 


Wisconsin 
Nun, Long in Service, Dies. Sister M. Helena, 83, oldest 


nun at the Holy Family Convent at Silver Lake in point of 
years in the Order, died in April after serious illness of 
several days. 

Sister Helena celebrated her diamond jubilee at the convent 
in August of 1940, having entered the convent 64 years ago. 
She was a native of Manitowoc and former teacher of many 
persons living there. For about ten years Sister Helena was 
in charge of the reception office at Holy Family Hospital 
Manitowoc. Hundreds of persons who called to see patients 
at the hospital stopped at her desk to get room cards, when 
the card system was in effect there. 

New Staff Officers. Dr. R. E. Fitzgerald was named re- 
cently chief-of-staff at St. Joseph’s Hospital, Milwaukee. Dr 
J. R. Regan was named secretary-treasurer. Dr. Fitzgerald 
succeeds Dr. Francis Murphy, who is now affiliated with 
Marquette University School of Medicine. 

Physician Buried. Dr. Joseph W. Helz of Fond du Lac 
died recently after practicing medicine in this vicinity for 40 
years. Hundreds of people attended his funeral Mass in St 
Mary’s Church. 

Anesthetist Is Jubilarian. Sister M. Gregoria, anesthetist 
at St. Vincent’s Hospital, Green Bay, for the past 42 years 
celebrated her golden anniversary as a religious early this 
month. Sister Gregoria came from Europe in 1890 and ea 
tered the mother house of the Hospital Sisters of St. Francis 
at Springfield, Ill. 

When Sister Gregoria came to St. Vincent’s Hospital in 
1900 the bed capacity was 25; now it is 250. Nursing then 
was carried on in homes as well as in the hospital. There 
were only 14 nurses on the staff in 1900, now there ar 
almost four times that number. 

In addition to working in the operating rooms, 
Gregoria was sacristan for many years and also worked 1 
the garden. Her unusual hobby is making rosaries out 

(Concluded on page 64A) 
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Johnny doesn’t want to go home 


Johnny’s smile tells us what he thinks of life in a 
hospital. He’s convalescing fast—and sleeping 
like a top. 


Patients, young and old, need the health-giving 
benefits of sound, undisturbed sleep. It’s so vital a 
part of hospitalization that anything affecting it 
takes on special importance. And that explains 
why modern hospital management gives ‘such 
careful thought to casters. 


BASSICKS FOR QUIET EFFICIENCY 
The quiet action of Bassick Casters is a boon to pa- 


tients who might otherwise be disturbed. Bassicks’ 
finer performance also makes things easier for the 
hospital staff—another important advantage these 
busy days. 


Bassick Casters are engineered for longer service, 
for greater dependability wherever used . . . on beds, 
tables, chairs, trucks . . . all mobile equipment. 


Investigate the complete line of the world’s largest 
manufacturer when you order new equipment or 
make replacements. Enjoy the advantages that 
have made Bassick the leader in this field. 





HOSPITALS RUN 


SMOOTHLY ON 


Bassick Casters 


BRIDGEPORT—CONNECTICUT 


WORLD’S LARGEST 


MANUFACTURER OF 





CASTERS 
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PEQUOT 


ONSISTENTLY, time-after-time (612 times in 814 years 

to be exact!) Pequot’s have surpassed the Government’s 

high standard for heavy muslin sheets! And Pequot guzar- 

antees to exceed these rigid Government specifications with 
every sheet and pillow case. 

The sheets used for these tests are not sheets specially sup- 
plied by Pequot. They are sheets bought at random by the 
laboratory—from retail stores all over America. They are 
tested, analyzed, virtually pulled apart by the U.S. Testing 
Co. of New York and checked for thread count, breaking 
strength, weight, shrinkage and sizing content. 

Whatever your standards are, we believe Pequot’s will 
top them also. Pequot Mills, Salem, Mass. 


The seal at the right is 
awarded to the Pequot 
Mills by the U. S. Test- 
ing Company, of New 
York. Month after 
month, Pequots are be- 
ing tested—to check 
their superiority to 
Government standards. 
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| berries grown on the hospital grounds. She makes from 
| 400 to 500 rosaries each year. 


Sister Gregoria’s anniversary day opened with a solemn 


high Mass for her intention and ended with a May procession 
| in the evening, followed by Benediction of the Blessed 


Sacrament. During the afternoon she visited with many 


| friends who came to congratulate her. 


Members of the visiting staff of physicians at the hospital 


| paid special tribute to Sister Gregoria in a letter, which 


read: “On this, the occasion of your fiftieth anniversary as 
a servant of God, we, the attending physicians of St. Vincents 


| Hospital, wish to extend to you our sincerest congratulations, 
| Your many years of patient toil in the cause of the sick and 


afflicted, your untiring service and devotion to duty, as well 


| as your willing cooperation with all the doctors who have 
| these many years availed themselves of your aid in caring 


for their patients, evoke sincerest gratitude. We thank God 
for having guided you through the long years in the great 
religious humanitarian tasks to which you have consecrated 


| your life. Our sincere wish is that God’s blessings continue 


to be showered upon you, and that you may be spared for 
many years to come to carry on the great tasks you have 


| so efficiently accomplished.” 


Admitted to Fellowship. Dr. R. W. Hammond, chairman 
of the surgical committee of Holy Family Hospital in Mani- 


| towoc, has been accepted by the American College of Sur- 


geons as a Fellow. He was formally installed at the annual 
meeting of the College, held in Boston, Mass., recently. 

Classes in Home Nursing. Classes in home nursing for the 
women of Madison have been started at St. Mary’s Hospital, 
in that city. First aid, bandaging, and handling of emergencies 
are among the subjects to be taken up. 


Canada 
Nun Receives Certificate. Sister Marie Idella, R.N., of 


| St. Theresa’s Hospital in Shawinigan Falls, Quebec, recently 


received her certificate as X-ray technician. 
Staff Surgeon Named Honorary Member. Dr. J. E. N. 


| DeHaitre, a surgeon on the staff of the Ottawa General 
| ‘Hospital for 25 years, was honored by the authorities of 
| this hospital, recently, when he was named honorary member 
| lof the Surgical Department. This nomination was made in 
| jaccordance with a bylaw of this institution by which members 
| |retire at a certain age from the active staff. 


Dr. DeHaitre received his medical degree in 1903 from 
the University of Toronto where he interned. After a fen 


| lyears of practice in Sudbury, Ontario, he went abroad and 
| |followed some extensive studies in the European capitals. 


He was a captain in the Canadian Medical Corps during the 
World War. He joined the Ottawa General Hospital in 1920, 
and since, he has devoted himself to the care of the sick. 


Although retired from the hospital public assistance work, 


Dr. DeHaitre is still an active member of the medical 
| |profession in Ottawa. 


District of Columbia 


Eminent Scholar-Physician Dead. Dr. James J. Walsh, 
eminent Catholic physician, scholar, and author, died in Feb 





| ‘ruary, at the age of 76. 


| Dr. Walsh, one of the most distinguished Catholic laymen 
‘of the country for nearly a half century, was as widely 
known and accomplished in the field of history and scholar- 


| ship as he was in medical science. Author of at least one book 


- 
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| a year for 40 years, Dr. Walsh had crowded into his life 
| and career a variety of activities in sciences and culture. 
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(U. S. Army Style) 


L aunperrnc is a problem for Uncle Sam, too. So that our fighting men will 


have clean clothes even in the field, Troy Mobile Laundry units will travel right with the 


mechanized forces. 


Troy, like many other companies, has been called upon to devote its entire facil- 
ities and personnel to the War Production Program. However, Troy is keeping its 


service organization in the field to assist Troy users at all times. 


You can do your part by taking the best possible care of the laundry equipment 


you have . . . and keep on buying War Bonds. 


TROY 


LAUNDRY MACHINERY 


Division of American Machine and Metals, Inc. 
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LUCK BONE SAW 
No. 180...... $135.00 


Outfit includes: 
Variable Speed Foot Switch 
Arbor complete and 2 circular 
saws 
curetting burrs 
slotting burrs 


twist drills 
Wrench key 


Operating Instructions 


Fitted Case 


Universal motor can be used on 110 
Volt A.C. or D.C. current. 


Motor unit and cord can be 
sterilized in autoclave. 


WARSAW INDIANA 














New Hospital 
Products 


Liquid Utensil Cleaner 
A liquid cleaner, trade-named Vollrath Nu-Steel for hospital 
use is now available. Great ease in cleaning metal-porcelain 
or enameled utensils is claimed by the manufacturers. A 


highly concentrated, noninflammable product, it is said 
actually to help protect the surface and retard disco!orations 
besides erasing all but the most obstinate heat spots and 
permanent surface discolorations. The Vollrath Co., Sheboy- 
gan, Wis. 
Physician’s Glove Which Conserves Latex 

A new type of rubber glove interchangeable for either hand, 
thus eliminating the need for two gloves has been announced 
by the Pioneer Rubber Co., Willard, Ohio, under the trade 
name of “Quixam.” This new glove is designed to cover the 
hand only and is easily put cn or removed, a definite service 
according to the company. The elimination of an extra glove 
helps to conserve latex a product vital to defense industries. 
Complete details will be sent on request. 


Obsolete X-Ray Films Valuable 
The current campaign to conserve national resources opens 
up a source of revenue for hospitals, clinics, etc., which war- 
rants attention. X-Ray films no longer of value for reference 
can be used by manufacturers in defense industries who are 
facing a shortage of materials. Not only needed room for 


current X-Ray films but also revenue may be obtained by 
house cleaning files. 

Gering Products, Inc., of Kenilworth, N. J., are reclaiming 
cld films by chemical washings and will quote if given figures 
on quantity and sizes available. Shipping costs are paid by 
the company. 


Mobile Laundry Units 

A contract for mobile laundry units in excess of $5,000, 
000 has recently been awarded to the Troy Laundry Ma- 
chinery Div., American Machine & Metals, Inc., East Moline, 
Ill. Each unit is a practical and complete laundry mounted on 
a special trailer. The company is now engaged mostly in the 
manufacturing of laundry equipment for the armed forces 
of the country. 


New Distributing Center 

jobn Sexton & Co. manufacturing wholesale grocers opened 
in May, a newly constructed distributing plant at 697-739 
W. Whitehall St., S. W., Atlanta, Ga. All the facilities neces- 
sary to render a complete service to the schools in the south- 
east are incorporated in the new plant. The company was 
founded in 1883 and is one of the foremost manufacturers 
and distributors of foods in America. The home office is in 
Chicago, Ill., with distributing plants also in Brooklyn, N. Y., 


and Dallas, Tex. 
(Concluded on page 68A) 


JOHN SEXTON & CO. AT ATLANTA, GA. 
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() UALIFIED for SERVICE 


7 high regard for Continental Products evidenced in 

Hospital and Medical Fields is a source of great pride 
to us. It serves as an added incentive to make every trans- 
action with our clients one of confidence and lasting satis- 
faction. 


As proponents of improved methods and better equipment 
for care of patients, the founders of Continental embodied 
a corner stone of Service in building our business with hos- 
pitals. This has remained our paramount consideration— 
Service to Hospitals. 


The new Continental Building, especially planned and 
equipped for our manufacturing needs, houses laboratories 
and engineering facilities for carrying on experimental work 

















a vrdially on new products. New products are released only when 
poaereaner clinical trial has warranted their approval by our Medical 
to Advisory Board. 
visit our 
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Home of CONTINENTAL HOSPITAL SERVICE, Inc. 
18636-50 Detroit Ave. Cleveland, Ohio 
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The Light That 


NEVER FAILS 
... IT’S THE 


“CREW” LIGHT 


Auxiliary -Emergency Unit 
Ever consider what a direct 
bomb hit on the power plant 
might mean in the operating 
room? In war time you need 
light insurance. 

The “Crew” Improved Emer- 





gency-Auxiliary Light is absolute | 


protection against total darkness 
in the operating room should the 
light current fail. All switches 
are hermetically sealed Mercury 
Tubes and the Automatic Relay 


is designed to give instant, quiet | 
Battery automa- | 


change over. 
tically kept at full charge. Allows 
ample time for the completion of 
any operation in progress. 


Write today for complete details. 


Ax WoCHER & SON Co. 


Finest Surgical Furniture Since 1837 


29-31 W. 6th St. Cincinnati, Ohio 





After our 


RESCUES... 








IS FAST, THORO 
TREATMENT OF 


BURNS ... at your finger tips? | 


Serious burns call for prompt, effective treatment in the “‘emergency | 
room.”’ The Gomco Aspirating Pump No. 789 (shown below) with spe- | 
cial pressure hose provides the ideal equipment for rapidly spraying | 


tannic acid and similar solutions. 


ge On each floor of the hospital, ready | 


for instant emergency suction, this 


pump is a safeguard against bron- | 


chial stoppage. There are many 


uses for this ruggedly built, com- 


pact, light weight pump. Ask yogr 
dealer — or write for free catalog. 


Gomco Surgical Mfg. Corp. | 


79 Ellicott Street Buffalo, New York | 


Gomco Aspirating Pump No. 789 
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NEW HOSPITAL PRODUCTS 
(Concluded from page 66A) 

Catalog on Sterilizing Apparatus 
The 1942 catalog describing White Line Sterilizers has 
just been issued by The Scanlan-Morris Co., Madison, Wis, 
Loose-leaf bound and profusely illustrated, the catalog lists 
every type of sterilizer required in hospitals. Divided into 
different sections this catalog is a source of technical informa- 
tion and reference for anyone connected with or interested 
in sterilizing apparatus in general. A companion book of 

planning and engineering data is also available. 


Ultraviolet Rays Prevent Food Spoilage and 
Protect Public Health 


Mr. A. R. Dennington, Westinghouse ultraviolet specialist, 
described to members of the American Heating and Ventilat- 
ing Engineering Society in New York how ultraviolet rays 
combat bacteria and mold and are now saving the nation 
millions of dollars annually by lessening spoilage of perishable 
food products. 

Bactericidal ultraviolet radiations is proving particularly 
valuable in the meat, baking, beverage industries, and many 
others where foodstuffs are stored, processed, and packaged 
and are constantly endangered by mold and bacteria. Point- 
ing out that the most valuable resource of a nation at war is 
public health, Mr. Dennington declared that ultraviolet can 
help control epidemics. This field may, in the long run, be the 


| most important of all for ultraviolet. 


Bactericidal ultraviolet rays have been studied in the West- 
inghouse Lamp Research Laboratories at Bloomfield, N. J., 
for more than a decade, resulting in the development of a 
lamp known as the Sterilamp. More than 100,000 of the 
lamps are now in use. Work is now under way which may 


| prove that ultraviolet may be a new tool to kill and inhibit 
| viruses. 


© Scanlan-Morris 
* 0 t & 
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MAJOR WM. HERZOG, U.S.A. 


Major William Herzog, U. S. Army 
William Herzog, formerly secretary of the Scanlan-Mornis 
Co. of Madison, Wis., as the above picture indicates, is now 
serving his country at the St. Louis Medical Supply Depot. 
St. Louis, Missouri. 
Major Herzog served in World War I and has been 3 
reserve officer since that time. On February 1, 1942, he was 


called to active duty and attached to the St. Louis Medical 


Major Herzog is in a position to serve his 
th 
> will 


Supply Depot. 


Scanlan-Morris Co. and due to his extensive contact with 


hospitals throughout the nation. 





